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325 Dearborn St., Chicago. Feb. 11, :933 


THE CONTROL OF THE EXECUTIVE 
BOARD. 


\t this time of the vear we are coming tn \ 


every week with the various meetines of the as 


clations of master-plumbers, steam-fitters, and heat 


ing and ventilating engineers. Qur minds. are 


focussed on the relative importance of these 


clations, on their specific aims, on the work they 


have accomphshed and the manner in which they 


accomplish. it. 

(One of the most Interesting points that has been 
raised trom time to time during the past 12 months 
at the different sessions of these various conven 
(ions is the question of the authority of the board 
of directors, executive board, or board of POVETNOTS, 
these three names meaning the same thing, the name 
itself expressing merely the preference of the asso 
clation in its designation 


le 


moment, 


ery now and then, at some thought-to-be eriti 


cal 


his feet and in his best -atrick Hlenry stvle and a 


some hot-headed member will get on 


“(give me Liberty or give me Veath” tone of voice, 


will declaim: “| want vou to understand that this 


meeting Is greater than aly executive board, board 


f directors. or board of governors \s soon as we 


vet here we are the rulers, and the executive board, 


the hoard of directors or the board of governors has 


practically ceased to exist as such, and its fun 


tional powers are suspended.) Sometimes he does 
not use such beautiful language as this. It may 
savor more of the melting-pot, but the message ts 


the same. [verybodyv immediately gets very agi 

tated. Vox Populi gets in its deadly work, and he 

vho talks loudest and longest often prevails Ni 

matter who wins, when order is restored, the asso 
] 


ciation immediately proceeds, with due solemnity 


to elect another executive board. board of directors 


or board of governors \iore than that, the so 
clected executive bye ard. board ot dire tors or boar 
of governors, is properly installed and its members 
declare their supreme satisfaction at the high hon 


that is placed upon them. 


What would you think ot a man controlling a 


large business who selected a manager tor that busi- 





144 DOMESTIC ENGINEERING Vol. LIV, No. 6 













ness and who every time he came in the plant 
said to the manager: “You know when I’m here 
you are discharged. You have no authority what- 
ever. Saying this to the manager in his private 
office might not be so serious a business. It would 
at least vive the manager a chance to talk back 1n 
a suitable manner without witnesses. If he chose 
to say this in the presence of the entire working 
force, how much authority do you think that mana- 


rer would have when the owner went to Europe 


for nine months Llis authoritv would undoubtedly 
rye WEA (I 

C eCVe man the plant knows that the 
owner of the enterprise has the power to make o1 
mmake, sustain or depose, the manager. It 1s, 


however, a latent power, one that 1s not to be drawn 
upon except in time of emergency, lt is the power 
of the ultimate. It is always recognized, but it is 
not expected that it should be constantly exercised. 

Everybody knows that the manager 1s better ac 
quainted with the details of the business and the 
hest methods of adjustment of the working forces 
of the organization than the stockholders ot the 
company or the owners of the enterprise. It 1s be- 
cause of this knowledge that he is selected for the 
position. The proprietors of the business will take 
his report on every important point that ATISES, 
either between meetings or at their annual meet- 
inv. If they are not satisfied with his management, 
ihe, ret a new Manavrcr. 


It is venerally agreed in most constitutions that 
an executive board, board of directors, or board ot 
governors shall consist of so many members of the 
societv or association, and include the elected offi- 
cers ot that soc Tevy OT association. Such a body 
is appointed io act as manager of the society or 
association as a whole. It has charge of all the 
property of the society, and has for its guide the 
constitution and by-laws, which are the expression 
the voice of the membership. 

he pomt at issue turns upon what becomes of 
the executive board. board of directors, or board 
of governors at the time of the annual meeting. Is 
the convention supreme? Or can the board of gov- 
ernors still act without direct instruction from the 
convention’ Or does 1t cease to exist? 

To our mind, it is perfectly clear that the mana- 
eer is alwavs manager until succeeded by the new 
Manavel The board of POVETHOTS, board of direc- 
tors or executive board 1s always in power, every 
second of every minute of every day in the year. 


The president of the association, when he calls the 


annual meeting to order, 1s still a member of the 


board of governors: the tirst vice-president and 
other vice-presidents, all chosen tor their fitness to 


take control in the absence of the president, are 


still members of the board of governors: the secre- 





tary and treasurer are still members of the board 
Taking into consideration the fact 
that these members have dominated the executive 


of governors. 


board throughout the year, and dominate the ses 
-10ns of the annual convention, it is difficult to see 
how any one can imagine that the board of govern 
It is true that the 
convention as a whole is supreme, but its power 


ors 1S inoperative at any time. 


is a latent one, as in the case cited before. The 
members ot the board of governors are better fitted 
to make an intelligent report on important matters 
to be considered by the association as a_ whole 
than any other group of members of the association 
[hey have had access during the year to all corre 
spondence and data touching the vital interests 0} 
the association. ‘They have met together to con 
-ider these and discuss them and have acted upon 


them during the year. It is not to be expected 


that any group of members without such advan 
tages could present any more than a one-sided opin 


ion On most of the questions acted upon by thi 
board of governors or executive board. When, how 
ever, at the annual meeting some vital issue pre 
sents itself, the association in session should cal 
upon its executive board for a report on the point 
involved. If the issue is so important as to demand 
decision, 1t is better that a recess be declared to 
enable the mentbers of the executive board, board 
of directors, or board of governors to draw up an 
immediate report for presentation to the association 

\When the session is resumed, then the convention 
has the right to accept or reject the report of its 
Managing body. The convention in such event goes 
into executive session. The executive board be 
comes by unanimous consent enlarged to from 
20-fold to 50-fold. 


final power of decision. It has the power to revers« 


It is declaring at that time its 


decisions of all its officers and its executive board 
When an association has to do that, new manager: 
are needed and are generally appointed. 

\We had an interesting experience of this kind 
some years ago when a general clearing-up was 
needed and the decisions of the executive board and 
the president were reversed, notwithstanding tl: 
fact that they quoted constitution and by-laws 
sustaining their decision. The whole convention 
went into executive session, subdividing itself int 
special committees, and the entire constitution and 
by-laws were rewritten, new officers and new exec1 
tive board elected. 

It is not to be anticipated that the judgment of 
the members of an association will be so poor that 
stormy scenes like these will be of frequent occu 
rence. \lost associations have constant confidence 
in the officers they have chosen by ballot, and these 
otheers being members of the executive board 
should surely be credited with sufficient vigilance 
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in keeping the remainder of the board working in 
harmony with the spirit and letter of the constitu- 
tion of the association. 

An executive session of the whole association is 
rarely a sign of strength. It is generally a decla- 
ration of weakness. It is a reflection on the judg- 
ment of the association in selecting its leaders. It 
is a confession of inharmony, lack of understanding 
and inability to cope with vital matters. Any asso- 
ciation, representing a great industry, that spends 
the larger part of its annual meetings in doing the 
work assigned by election to its executive board, is 
neglecting its main business, or is not working at 
its highest efficiency. Its march of progress in 
national recognition will mark time to the tune ot 
“The Dead March.” 

It is against all principles of common-sense that 
supremacy can be declared at any moment by any 
group of misguided enthusiasts on a convention- 
floor. The business way is to let the manager give 
his report. He knows, or else he should not have 
been chosen. If his judgment has been defective, 
or if his performance has not been able, then, and 
then only, is the time for the association to dispense 
with the executive board, board of directors, or the 
board of governors. The executive board is and 


should be always in control. 


i 


GRAPPLING WITH THE RADIATORS. 
By Phoenix. 

There they lie, at the side of the building, piled in a 
heap, with the radiators at the bottom half-covered with 
mud because the fellow who had charge of the unloading 
was too lazy to place a few boards on the ground so that 
the load would not sink into the earth. Probably you 
have seen this condition at least a hundred times and if 
you have, you know the amount of labor that will be 
literally thrown away in getting the radiators clean once 
more so that they can be used. “Toting” the radiators into 
the building and approximately to their plates, is about 
the hardest task that falls to the fitter’s lot, in case he has 


cir 


one of the kind of bosses that desires to get all he can 
out of the workman’s hide. Mistake though, on the boss’s 
part, for the fitter is, many times, used up entirely, or 
loafs, purposely, to get even 

A regular radiator-truck is a most convenient and labor- 
saving piece of furniture to have around the job and it 
vill save its cost many time over in the course of a few 
weeks, both in the time gained and also the temper of 
the men, not to mention the absence of scratches to. the 
valls and floors in case one happens to be working in 
finished building. In case that the radiators must be car 
ried in by sheer muscle, it is a place where a man with 

weak back had better keep out of it He’d much better 
give up a dollar and save his strength for other parts 
of the job upon which he could work to advantage. Also, 
if he is not good for a pick-up lift of at least 200 Ib. he 
hould keep in the clear. Most fitters can do far better 
han the amount mentioned, but it is not policy to knock 
yourself out just to show off your strength 








DOMESTIC ENGINEERING 145 


| 


When it comes to setting the radiator to its place, it 
that some fitters 


always amused me to see the “shines’ 
cut when they desired to “center the radiator on the 
window.” I have seen a workman monkey around with 
pencil and rule for half an hour in order to get the center 
of the window and the center of the radiator to line up 
right and then have some half-inch (or more) difference 
between the two. It is such a simple trick to do this and 
get it right every time, that [ am almost ashamed to tell 
it. Get a piece of string or twine, or make use of the 
tape line if it 1s handy. Take one end of the string in the 
left hand and place the left hand on the left side of the 
window. Place the right hand on the opposite side of the 
window and you have the width of that particular window 


Now brine the hands together and hold the two ends of 


the string in the leit hand while you catch the doubled 
string with the right hand Then measure, with the 
loubled string, from either side of the window vou choose. 
out to the center and the end ot the strine will be the 


exact center of the window, no matter what its width may 
be. You can play the same trick on the radiator if you 
desire, but it 1s hardly necessary as the sections will give 


it to vou if vou count them 


By this simple means you can center the window 
the radiator in about ten seconds, and no inches or quart 
inches need be figured. Now when it comes to cutting the 
holes in the floors tor the pipes that are to supply thi 
radiators much more accurate job can be 
bushings are made into the radiators and the ilve cot 
nected al In such an event vou have the es t measure 


ment where the hole have 1 


understand and get the impression that this must be done 


ror in at teast three cases out o} ¥¢, the Tiallls, brani nes 


were re run betore the radiators are in their place 


In such vent vou have the measurements of. the 
alves and the radiators in the catalog and the locatior 


of the runs on the blue print 

for the allowance of take-up on the radiator bushing 
and the “tail piece” ot the valve, about three-quarters o 
an inch should be @iven. Some fitters claim the allowance 
should be a half-inch, while others make it inch. This 
depends, of course upon the size of the valve somewhat 


ind the threading of both valve and bushing If vou 
look over a few OT the valves and bushings tO se¢ how 
they seem to run, you can judge somewhat as to how the 


iob will pan out. A quarter of an inch out oj the way i 
such a place will not make anv serious difference, unless 
it is a two-pipe job and the carpenter has blocked the 
stubbs, and then it’s a case of usine the chisel for a few 
moments Those who lke to use mn extension bit in 


hardwood floors mav have the privilege and welcome 


T always got around it when | ld b Vil or getti 
the pipes in hetore the s( nd fleor 
sible 

lf the job will permit, it is a good plan to leave the 
radiators swung cuarteril Out into the room “hj vill 
give a better chance to get at the side to the wall in 
bronzing, and the radiator need not be disconnected but 
can be swung to place with hardly any difti 

There is one little piece ot neglect that [ have 
is happening in many a place all over the country and that 
is that the fitter does not cover up the valve nd radiators, 
many times, so that the plastere ot ¢ b them all 
up It is a task to wet the valves and radiators clean 
when once thev are so dirtied up, and | were the boss 
it would be a case of seeking another iob for the man who 
neglected to do this small service for the good of the 


shop, if I had te teil him to do so the second tims 












The Sixth Annual Meeting of the American Society of 
Inspectors of Plumbing and Sanitary Engineers 





Held in Milwaukee, Wis., Feb. 6, 7 and 8, 1911 


hie ixth annual meeting ot the \merican society ol lhe ippointment ot the Auditing Committee took plac: 
Inspectors of Plumbing and Sanitary [Engineers was held and the members named were: Frank Dumond, Roche, 
Milwaukee, Wisconsin, February 6th, 7th and Sth, 1911 ter, N. Y.; A. C. Shaver, Pasadena, Cal.; T. J. Farrel 
thy meeting of the associatior was the most successful San l'rancisco, Cal. 
vathering of the organizatio (he headquarters of the Phen followed the applications for active and associat: 
ventioners were at the St. Charles Hotel, the meeting membership. These were approved and the following 
merniy held 1] thie t oune. t hambe # ( ity Hall, through members were declared duly elected 
he courtesy of the city of Milwaukee List of New Active Members. 
(;seorge R. Stolz. the chairman of the committee on the Walter Mullen, 856 Hathaway Street, Cincinnati, © 
nvention, proved to be a “big chiet” organizer, tor all Phomas Rosenfield, Rock Island, [1] 
irrangement ent through without hitch throughout Louris A. Wilhamson, jotet, I] 
onventiol llenry Griffin, 168 Second Ave., Grand Rapids, Mich 
fhe opening session took place on the atternoon ot lames S. McGrath, Louisville, Ky. 
ebruary 6th, the morning being devoted to registratior (harles S. Daly, 973 Hudson Ave., St. Paul, Minn 
| <tension of vaIntance among the members (;eorge S. Connor, 71 Woodside St., Stamtord, Conn 
the members were delayed by the severest storm dear EF. Knox, 823 East Second St., Elmira, N. ‘ 
e« winter from reaching Milwaukee in time for a lames Smith, 223 James St., Winnipeg, Can 
runing first sesst lohn G. Morgan, Vancouver, B. © 
(on the afternoo ft tebruary 6th, the session opened [Leonard |). Stradinger, 1655 Hollvwood Ave., Chicago 
th a acddre ere Nrait, Commissioner o 
Health of Milwaukee, wh: Iter outlining the impor ix F. Bushnell, 4331 Jackson Blvd., Chicago, I] 
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Note the Impatience on Some of the Faces. The Pabst Trip Was the Next on the Program. 


tance of Alilwaukee from a municipal standpoint, and ex John KE. McAuliffe, 4420 Congress St., Chicago, Il 
pressing his appreciation of the vital functions performed Wm. R. Denning, 263 West 69th Street, Chicago, II! 
by plumbing inspectors and nitarv eneineers. welcomed Hf. A. Clauson, Evanston, [Il. 
the delegates to this city Kkdwin A. Weaver, South Bend, Ind 
fhe first paper of the program was “The Abolition of Thomas M. Cunningham, Seattle, Wash 
Drinking Cups,” by KE. ©. Stover, Trenton, N. J Fe. X. Daly, Macon, Ga 
\fter the discussion that followed, the two resolutions (harles KE. KEckerle, Birmingham, Ala 
embodied in the paper were adopted without a dissenting Ldwin P. Mckay, Wilmington, Del 
vote Wm. J. Yackley, 14 Lincoln St., Dayton, O. 


leirst Phe American Society of Inspectors of Plumb ; 
_ List of New Associate Members. 
mv and sat itary kengineet at its sixth annual conven 


tion, held at Milwaukee, Wi1s., February 6-8, 1911, do ad Ii. HL. Mellor, 318 West 4th St.. Cincinnati, O 


vise that im all public schools and in all other publi P. J. MeHugh, 982 E. MeMillen St., Cincinnati. O 

places, the old form of drinking-cups be abolished and |. W. Tilden. 10506 Cedar Ave., Cleveland, O. 

their use be immediately discontinued George J. Dehn, 419 52nd Ave., Chicago, III. 
Second—That in public schools and in all other publi Robt. R. Rust, 37 Wall St.. New York City 

places, where drinking water is furnished, both in old as Terence J. Daly, 125 West 138th St.. New York City 

well as ne construction, the members of this society Melvin W. Lilly, City Hall, Chicago, III. 

do advise the prompt provision of some form of bubbling Prot. James McLaren White, Champaign, III. 

cup drinking-fountains, that supply fresh drinking-water Harry M. Nacey, 501 State St., Chicago, III. 

not contaminated in any way by the tormer users, as the Wm. T. Morgan, 735 So. Washtenaw Ave., Chicago, I! 

lest sanitary method cf protecting the health and lives Jos. Smith Wells, Detreit Technical Institute, Detroit 


of users of said public drinking-tountains Mich 
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[he paper on “Cast-Iron Soil-Pipe Fittings,’ by R. R siphon trap in different states an le pointing out o 


Rust, New York City, was then distributed in printed the wide differences Of opinion and practice in them, to 
torm by Fk. K. Chew and was read. Mr. Rust called atten iy a toundation tor tuture work cn this subject by othe 
tion to the great variety and number ot cast-iron soil-pipe members \ partial list ot plumbing codes in which the 
ttinges, over 1.,00 ditterent kinds beime used 11) this anti siphon trap 1s eithet directly spect ed o1 pecrimission 
ountry. Of this number, approximately 75 constitute, 1 to install is lett with the board of health and plumbing 
the total number O! pieces used. about SO per cent L1 rspector,. was read and retully tollowed bw the men 

ther words, 15 per cent of the quantity of cast-iron soil bers 


pipe fittings used are made up of over 20 times the nun 


The Harm Done by Plumbing Catalogs Showing Un.- 


ber of items that 1s required to produce the other 85 pet . 
cent. The advisability of reducing the number of fittings sanitary Installations. 
ls obvious. Mr. Rust suyvvested the application or re \. | Shaver, Pasadena, Cal., pres ted the paper treat 
ducers, instead of the very intrequently-used reducing-tit 2 on the above subject and it proved to be one of the 
tings and the making up Of Offsets o1 the less used sizes Inost interesting of the conventior Ile pointed out that 
if pipe by bends and extension-pieces. Uniformity in cits while the manutacturers in some cases took great care 
requirements means simplification and the most important to place betore the puble illustrations of then <tures 
esults may be attained by standardization Mr. Rost ind wares in the most perfect torm possible, equal care 
believes that the adoption of a minimum weight for each vas not taken im the showmg of the piping installatios 
tting should be the most important consideration in su several types of this carelessness were noted. Mr. Shaves 
standardization Consideration was given to all the du pomted out that all such illustrations were misleading and 
erent points involved in bringing about such a standard vere subvertive ot the efforts of the members of thi 
vation and suggested specifications tor cast-iron soil-pipe ociety to educate the pubh ind the architects im _ the 
ttings of 2-1n. 10 6-11 llameter, accompanied by com- best nitary practice. “A thought 1s a very small t 
ilete Hlustrations. were ~ ibmiutted zs the conventiyo ryt 1} Hiiliue nce Tiel \ chanye t hie hole Ours ( 
The discussion of this paper was deferred until the trad t may elevate or lower the standard | peri 
report o. the Standardization Committee should be. pre tron 
sented the paper was freely discussed and several interesting 
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The Right Wing of the invading Host of Anti-Germ Crusaders. 


The report of the Auditing Committee proved that thi onfirmations of the evile results | uch tack of x 
treasure-chest of the organization was in a perfect stat were pivell \Ir Madden, of Chicago, believes, | Weve 
! health. that for the most part reputable manutacturers ar¢ 

“Should Plumbing Ordinances Prohibit the Use of All careful in the illustration of the pining of the fixturs 
fraps Having a Concealed Partition?” was then presented \ committee of three was appointed to dratt up a sutt 
vy H. J. Luff, Cleveland, ©. Mr. Luff regarded concealed able resolution embodying the opinion ot the society 
partitions on all traps a menace to the efforts of the this matter 
anitarians to secure pertect house-drainage construction fhe committee ap inted consisted otf Cha } ba 
ile considered that all such concealed partitions, except (hicago; Frank Dumond, Rochester, No Y.; I. TH. Dor 
vhere the seal of the trap was plainly visille, should be hue, Peoria, [1] 
prohibited, not only in district, city, county, or state, by Thos. |. Claffv, the secretat i the association, t! 
ndividual action, but that national prohibition should be read the minutes of the last meeting, which were ay 
ecured. Special instances of difficulties arising from. thi proved by the convention. He also read a telegram tron 
ise of such concealed partitions were presented The the Wisconsin State Association of Plumbers, Gas-Fittet 
paper was listened to with keen interest by every on ind Steam-Flitters signed by J. J. Wirtz, secretary, Mad: 
present \n animated discussion took place, most ol! son, Wis., in which the association sent greetings and 
hich seemed to be entirely in favor of Mr. Luff’s posi expressed wishes for a successful meeting 
LO Secretary ( laff then presented his annual report thi 

Joseph Graham, New York City, had prepared for the included an account of receipts and expenditures and 
onvention a paper on “The Specification of the Ant dition of membership, the total number of members being 
Iphon Trap in the Plumbing Codes.” This was read by 173. He recommended a certificate of membership issued 

V. Clark. The object of the writer was by the presenta innually to those in good standing, with change 1 
ion of the ordinances concerning the use of the anti color or cther censpicuous me to show its) validit: 





i. ais) brought bye Pore Tile membe 
i having the constitution and by-la 
tion printed in pamphlet form for 
nembers, botl new and itd 

[he suggestion ot the ‘cretary ce 


titution and by-laws was 


Omimittec 


The Board Directo 
‘solutions embodying an ¢ 
president of the associatior 


tock of the proceeding 


tribution of the remaining 
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who had resigned trom 


attilia 


ith, opened 


oft Mal 


sal ot Milwaukee. 


ind a request that |. J. Cosgrove, 
tne issociation on account of his manutacturing 
tion, be asked to ntinue his membership in the organiza 
tion as an associate the meeting then adjourned 
fhe morning session « esday, February 
ith a paper by § has Poetsch, city engineer 
vaukee, Wis., on lhe Sewage Disp: 
Mr. Poetsch tllustrated his lecture by means ot 





lia h 1 the ene! tan of the city anc described 
t he ‘ ti thie ‘ el yste@l >] Milwaukee s1nice 11 

riiest date 

fie wa su ceede hy Phi . \] Via All, \lilwaukee Wis 
vho spoke at length « (he Water Works and Distribut 
| Syste desertbit the various steps taken to pro 
de tl tv of M its rapid growth with an 
abuncant water-supply his is a problem involving the 
atistvit 90.000 peop fhe present water-work:s 
was constructed IN74 d its rapid extension was 
arried on. steadily itil the present daily consumption 

12,517,328 1 oh een attained. Milwaukee possesses 
T mile ( ater-matls 

Geo. R. Stolz, Milwaukee, Wis.. then placed upon the 
creel recimen of ar stvle lead-trap, commenting 
upon its peculiar struction, and requesting the mem 
hers to study his exhibit in the exhibit-room at the hotel 

fhe most interestt eature of the morning session 
= lorie tall by S \ (sre ley, Milwaukee, Wis , on 
Phe City’s Incinerats Plant and Garbage Dhiusposal.” 
\lr. Greeley described in detail, assisted by interesting 
lanteri rie the effective manner in which the garbag: 
yf the city Was handled nd disposed ()T The refuse of 
the city was divided into tour parts—garbage,. ashes, rub 
bish and manure 

In process ol mcimeration the carbage and ishes are 
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m 60 to 40 


according 


mixed im varying proportions, averaging Ir 


per cent respectively. These proportions vary 


of mots 


Cf »] 


to the condition of the garbage and its content 
Different and 
lected in wagons and conveyed to the plant, where they 
with ted to 


ture vurbage rubbish are 


tvpes ot 


are mixed the ashes and rubbish. They are 


t hie 


temperature ¢ 


and in which a 


The 


' hie . ATe ndet f irced draft 


; aa 
28 Go \ 


1 1400 deg. I. is secured products 


f the incineration are clinker and heat lhe plant is 
iow installing crushing apparatus which will reduce 
} . | | : ate } a as . e.. ’ . . x } ‘ ll; an ] 
I lé Ci) .{ r to suita rit proportions TO. Lis¢ al dal ASf and 
oncrete suitable for street-foundations The heat is used 
to operate tine powell plant, Irom which heht for the 


plant and power for working the overhead cranes ts 


SOA ured 


Votes of appreciation were given to the Milwaukee lec 


turers for their services to the association 
\nnouncement was then made by M. L. Henoch of a 
Incheon and theater party to the visiting ladies at the 


Wednesday 
entertainment to 
( ‘Tub 


\larestr heater on evening and a supper 


be 


visiting gentlemen to 


Wednesday « 


the 


held at the Elks’ Hlouse on vening 


~ 


~d 


9% 


= 
na 4 
i” 





Portion of the Panoramic Picture of the Conventioners. 





fhe annual address of President Williamson was givet 


i tollows 
President Williamson’s Address. 

vreat pleasure to address an audience such as | 
Why 


OI every, member 


lt Gives me 


see before me today dTe so here? i ci 


many 


the faces here tlre \ ras 


written on 


termination § ft know Phat does not mean simply that 


we have met here to take up different subjects pertain 
ing to the well being of our tellow men and then depart 
ind forget. | believe there is a desire in each and every 
ne of us to get the very best we can out of the many 
discussions that shall take place at this convention, and 
vo home, tired with ambition that, no matter what may 
happen, the very best shall be done to make true this state 
ment, that “Life is worth living for all people i ill the 
ities and towns of this great and glorious CcOounTI t ours 
Che work which has been done by this society is instilling 


Into the minds of the people that the sanitary engineer 1 


a practical as well as technical man to whom they 
an look for healthtul and sanitary surroundings of th 
congested parts of their cities and towns He stands in the 
position that the teacher in school does. My ork this las 


year in my own city has been very large and the greate: 
share of it has fallen on me to do and look after. We need 
more help in our department. My department looks after 
all of the nuisance complaints as well as our regular work 
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Dufing the Elks’ convention we provided twenty-live tem 
porary comfort stations, equipped with sewer and water con 
nections, 


The Relation of the Plumbing Inspector to the Public. 


Too much emphasis cannot be put on this important phase 
of our society's work. Right here [I will quote trom a paper 
| recently wrote and which no doubt some of you have 
read. “The duties of the inspector should be broad and 
expansive. He is a public servant and therefore must aim 
to serve tor the betterment of the public’s condition along 
sanitary lines. Much abuse and discredit is heaped upon 
him for the reason that he insists that the plumber do his 
work right, knowing that if he pass inferior work the owner 
or occupant of the premises will suffer from it. Not only 
do the journeymen plumbers make trouble, but, in many 
cases, the master plumber is at fault. After they have 
started a job they find they have bid too low to give the 
owner the class of material the plans and specifications call 
for, so they try to get the inspector to pass it and so let 
them get out even, at least, on the job. Because the larger 
portion of the plumbing system of a building 1s closed to 
sight, so much does the inspector serve his fellow-men, 
and in serving them he must of necessity keep abreast of the 
times. The public demands clean, healthful, surroundings 
and pays taxes for them. It therefore behooves the various 
cities to have inspectors of plumbing who will do their work 
tor the betterment of their fellow-citizens. He shall be 
at his best at all times, courteous but firm in his demands, 


~ 


is his position sustains a peculiar relation to them and also 
to the city government as a whole, very much different 
from that sustained by the private citizen. On him to a 
vreat extent does the growth and popularity of their city 
depend 

Co-operation of Committees. 

This means much to the growth and strength of our so 
ciety. We are today what we’are and hold the esteem of 
our fellow craftsmen, because we have worked together and 
we must or our work will all be for naught. Each member 
a fuller and better 


— 


should strive to help his neighbor t 
realization of the benefits to be derived from a _ thorough, 
practical and technical understanding of their several parts 
in the making up of an organization such as we compose, 
and which is an tmportant integral, in the stand for the 
very best plans of sanitation, by which to make the entire 
surroundings of our fellow-men healthy, and to make life 


happier and worth while 


Growth of the Society. 


We started with a few members and to-day, because of 
our earnest endeavors, we stand shoulder to shoulder, a body 
of men prepared to meet the demands of the public 

First, why have we grown? For the reason that neces 
sity demanded a body of men who could be looked up to 
for help in the time of adversity and whom they could 
depend upon to give the benefit of their broad experience 

Second, why have we advanced? Discussion of drffer- 
ent plans and ideas by the members has brought to light 
many very important points which have lain dormant 
tor years and due credit must be given to the numerous 
trade papers and periodicals which have been instrumental 
in advancing our ideas about better sanitary conditions. 

During the year and for some time before this, I have 
felt that the dues of the secretary should be remitted. His 
‘fice in the society is one of the very important ones, his 
luties, as you all know, are such that no ordinary person 
‘ould accomplish what he does. I believe that this society 
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should show even in this small way its appreciation for 


the work done by our secretary. 





C. R. Schmidt, Baltimore, Md., then read the report 
of the Standardization (ommittee 

The report of committee was received and ordered t 
be presented for discussion during the evening session 
of Wednesday. 

\n announcement was made by the chair of an inte? 


esting blue-print on exhibition by Otto Metnert, Daven 























Thos. J. Claffy, 
Secretary- Treasurer. 

port, la., showing the special plans placed in. the 
Of every plumb r and every af hitect m Davenport 
bodying an illustration of the approved practice of plun 
ing as outlined by that citys ordinances biter 
members were requested to take the various point 
interest up with Mr. Meinert, as opportunity offered 

ihe report ol Secretary ( latty on cdeltz quent men 
Was then read and a resolution to the effect that membet 


in arrears should be notitied bv the secretary that 


aiter \lay Ist they would be suspended trom membershrt 
without prejudice with permission to be retmstated up 
payment ol full arrears being made report 


adopted and the meeting then adjourne 


Tuesday atternoon was devoted to a visit t thy fay 
Salah Semen: A dienes eb tn nniain * 
taken betore boarding the cars provided r the trip 
Qin arrival at the Pabst plant thos 
nace and oaioluncheon ind entertammment rie 
character was turnished, which was much appreciated by 
the Visiting ouests, mad sate hy ippreciation expressed hr 
a special vote of thanks Phe ars thet nveved the 
conventioners to within short walka oe <«cdistane f a \14] 
vaukee tire-boat On this boat a trip aS | A. ty 
waukee’s incinerating plant where the points raises 
Mr. Greeley in his paper, delivered that morning, torn 
the object of numerous groups of investigat he 
trip was made in record time. and the return journey wa 
completed hy a p. m 

The Tuesday evening sESSioOnNn oOmmet ‘ { Q , 
with a lecture on “The Air We Breathe,” by Dr. M. W 
Lilly, Supervising Sanitary Inspector Chicago ey 
Lilly emphasized frrst the importance es] thy 
human being and pointed out the wonderful! provi —— > 
the Creator in making the human body “tool-pr ‘ 
instance of this was quoted as the provisior 


to breathe the air with, so that if one becomes entirel 


disabled, the other one will stil] serve ly teresting slides 
showed the extent of the provision mad 
matic efficiency of action of the breathing apparat Sn. 

















cial cases were given of the evils of bad air and illus 
trations were presented otf the methods ot overcoming 
lack ot ventilation Dr Lilly also pointed Out the eco- 
nomical loss through bad ventilation. One striking para- 


graph is worth quoting in this connection 


What business man would consent to attempt doing 
a successful, permanent business while carrying a one 
third pr ventable loss >] Caplit | blow long CaT) ( hy 


cago & Co. (Inc.) avoid human bankruptcy with such a 


Dr. Lilly was, however, optimistic and believes that 
the public is being educated on the importance of tresh 
ir conditions [fe also expressed his beheft that “There 


hall vet old men and old women dwe 


} 
i 
' 


11) the CITY. ina 
every man with his staff in his hand for very age \nd 


| 1] 


the streets of the city shall be tull of boys and = girl 
playvil gy in the treets thereol 
Dr. Lally received a hearty ovation at the close of his 


adadre - 


( has Ball, Chet Sanitary [nspector of Chicago, then 
placed everal Liat on the screen tlustrating types of. bath 
raps which were given considerable discussion 

\ ( Shavet Pasadena, Cal, then placed On the 
creen a pictut fi the public-comtort symbcl which has 
lready been jillustrated in “Domestic [Enyineering” and 
described at length HHe told of his success in educating 


Pasadena me rchants to the mportance ol providing pub 


i conveniences and the accompanying illustration shows 
one of thre pecial public-comtort stations erected to take 
ire of the thousand ot isitors during Pasadena 
ournament of Roses,” which takes place on January Ist 
‘ \ ¢ ] ae Vv Ve STC! Ta) thie association that thi- 
lesign be alopted by it as a national public-comtort marl 
Chis was done and a resolution ordered prepared cor 
( the si ita t ft <sociation : 
rank K. Che New \ (itv, next brought o 
res 1 ( JECT sh VINE i7 mary reature in tire 
cor) | i ites} ith receptacle ci ha { Lh ~ | 
the mvention Wales ©). Berke Potsdam, N. \ in 
the direct result « the bla mntort crusade On 
Thi et 1 SS1vVe | { CLriLasl ithering leary 
ther ¢ rivt tI Cal and oth Wlustratios 
Wi! dppear mn “VWomestic HEneimeerine at a later date 


\\ a. ir nnish, Waterloo la., the: presented cl lanter 
lide illustrating a suggestion of a new soil-pipe fitting 
tor be used im residence work \ consideration of th 
merits of this fittine can be readily made 1 our reader: 
by a study of its illustration in our next issue 


1) Standardization Was 


The report of the Committ 
then brought hetore t he convention for discussion. ind 
after a lenethy consideration of it from many different 
points of view it was deemed advisable to refer it back 
to the committee for turther cons:deration The session 


adjourned at midnight 


Wednesday Morning Session—February 8th. 

fhe morning session opened with a powerful address 
by Iemil Seidel, the socialist mayor of Milwaukee He 
showed himself thoroughly appreciative of the importance 
of the work of the society and heartily approved of every 
endeavor to bring health within the reach of the poor 
as well as the rich by effective sanitary measures. The 
mayors prominence in socialistic work insured him a most 
attentive hearing and his remarks convinced his hearers 
that this prominence was well merited. 

\ letter from Charles McHugh, Cedar Rapids, I: 
expressed regret at non-attendance because of the im- 
pending death of his mothe The convention ordered 


the sending of an o'fcial message of cendolence. 


DOMESTIC ENGINEERING 





Vol. LIV, No. 6 


J. J. Wade, the well known master plumber of Chicag: 
then presented a paper entitled “Looking Backward.” It 


was effectively delivered in reminiscent style and pointed 


’ 


Out the great contrasts to be noted between the character 


of the work of the plumber in the old days and the new 
In conclusion Mr. Wade expressed his profound convic 
tion that the American Society of Plumbing Inspectors 
and Sanitary Iengineers would prove to be one of the 
most important factors in the preservation of physical 
ind moral health of the people of this country. The paper 
Vas heartily approved 

The following resolution was then adopted 

Whereas, the plumbers of Wisconsin, both masters and 


1 
i 


journeymen, have agreed on a bill to create a state law 
regulating plumbing in this state which provides for a 
better sanitary condition 

lheretore be if resolved that thi society endorses 
their action and commends them for their position 1 
Is Matter 


\nd. Be it turther resolved that the secretary of th 


l ~ 
ocietv be instrueted to communicate our action to them 
nd to the vovernor of the state 

\ motion was then made that the association go on 
record as opposed to anti-siphoning or resealing traps 
favor ot separate vent for each trap. The dis 
cussion that followed brought 50 per cent of the mem 
bers to their feet in quick succession. Distinctions be 
veen venting and reventing were made and the possibil 
itv of placing traps at different distances from the stack 
vithout reventine was considered. The contention was 
ade bv several members that distance did not matte 


nd that the fouling area of the piping was the point to 


considered. In support oi this, the security of the sea 
1 water-closets was cited, under varying distances \1 


the end of this battle of opin ms the original motion mad 
Vir. ‘Tilden 


Dean flames M. White, of the University of I[]!imeis 


Was adopted 


lurine thas diseussion oftered a resolution tor considera 
ion of the association, which was ordered to be presented 


( tive ee nvention at the irernogoyn SESS1LON 


Wednesday Afternoon Session—February 8th. 

\ number of blue-prints were distributed by the secre 
farv, sent to the convention by J Kk. McGonegal, of 
Washineton, D. ¢ These show the data secured through 

series of tests consisting of several experiments with 

ents and seals No written report was furnished. \We 
trust to have a reproduction made of this drawing, ac 
companied by data from Mr. McGonegal, in the neat 
future 

The resolution offered by Dean White was then con 
\il its merits were discussed pro and con, and 
the ballot resulted in its adoption. We believe that thi: 


adered 


is one of the most important steps taken by the organiza 


tion, ane that it will lay the foundation for greater a 


complishments in the future 


Resolution Offered by Dean White. 

Whereas, The paper presented by Jos. Graham shows 
that plumbing ordinances in many of the leading cities ot 
the United States recognize two widely differing systems 
to prevent trap-siphonage;: and, 

Whereas, This society believes that the safeguarding 0! 
public health demands a thorough investigation into the 
conditions under which these two systems are effective 
and, 

Whereas, We believe that the preliminary investigatiotr 
requires the facilities of a scientitic laboratory where the 


several systems will be impartially tested; be it, therefor 
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Resolved, That the president of this association be re- 
quested to confer with the directors of the Scientific Re 
search Laboratories of the United States and if possible 
to induce one or more of them to take the initiative in in 
vestigating this most important question, giving them the 
assurance that this association will lend its hearty co- 
operation by the appointment of advisory committees and 
by using its influence with manufacturers to furnish free ot 
charge the material necessary for the tests; and, be it 
further 

Resolved, That if this work be undertaken by one ot! 
the technical schools of the United States, this association 
will at its next meeting give serious consideration to the 
establishment cf a $500 Research Fellowship at said schoo! 
for the investigation of plumbing problems, said fellow 
ship to be open to technical graduates, whose preliminary 
and technical training have especially qualified them for 
such a position 

Chas. FE. Ball then submitted the report of the Com 
mittee on Catalogs, herewith presented: 

Whereas, The American Society of Inspectors of Plumb 


ing and Sanitary [Engineers advocates the 1mprovement oi 


the art of plumbing by the limitation of the length o1 
waste-pipes on the house side of the trap by the use o 
trap-vents, by the substitution of individual water-closet: 
for latrines and by the choice of best materials and plumb 
ing applances 

Whereas, Certain catalogs and other advertising mat 
ter are used by dealers in plumbing supplies to suggest 
and encourage, in text and illustration, the use of disap 
proved types of construction and undesirable tixtures, and 


thereby tend to cause contention and dispute, even to the 


extent of calline in question the propriety of certain rules 
ryoverning plumbing in cities and, 
Whereas, Co-operation between manutacturer- irchi 
yo ly ] ~ rnd ; " . ’ ? wv evare  % 4 + |} 
TeCTS. pl wWvpe!l ANG MmSpectlors Is TOST necessary Loot 1¢ 


education of the public; therefore, be it 

Resolved, That the American Society of lispectors 
Plumbing and Sanitary Engineers requests makers of and 
dealers in piumbing goods that, in advertising such good 
in the future, they give consideration to accepted princi 
ples of plumbing design to which this society stands com 
mitted and exclude from catalogs and circulars such pre 
sentation as violates these principles 

Consideration was next given te the proposed amend 
ments to the constitution These were discussed and 
adopted, as presented below 


Amendment to Art. I, Section 2—-No person shall be 


eligible to take office in the society unless he is an in 
spector of plumbing or other sanitary engineer under sal 
aried appointment by the municipality, county, state or 
federal government 

Amendment to Art. II], Section 5—Members and hon 
orary members shall be entitled to vote at the meetings 
of the society only while holding office, as inspectors oft 
plumbing or other sanitary engineers under salaried ap 
pointment, by a municipality, county, state or federal gov 
ernment. 

Amendment to Art. III, Section 6—At the request ot 
any active member a vote on any motion before the meet 
ing shall be cast by secret ballot. 


Amendment to Art. III. Section 7—The board of dire 


tors may at any time by majority vote remove for cause 
any officer of the society and shall report its findings at 
the next annual meeting of the society 

It was the pleasure of the association by unanimous 
consent to confer upon E. F. Kane, Wilmington, Del., the 


1 


life membership in the society in testimony ot 


honor ot 
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Its appreciation ol his service to the organization \ir 
Kane occupied the chair for the greater part ot the con 
vention, and, during the many discussions which took place, 
by his marked abilitv in controlling the most perplexing 
situations, endeared himself to every member ot the asso 
c1lation \ir. Kane thanked the association in suitable 
terms tor this mark ot estcem 

he following resolutions were also iddopted 

Resolved. on motion, That this society tender a vote 


] 


thanks to Past Secretarv MeCosker in recognition 





George R. Stolz, 
Milwaukee’s Plumbing Inspector: 


his work in establishing a system of records and by 
the engrossing of a seroll of membership; also that he 
be exempted from payment of dues up to January, 1912 

Resolved, Also that the dues of all past secretaries who 
may now be in arrears be remitted up to January, 1911, 
in recognition of their services, and that the secretary 
be exempt from pavment of dues during his term ot ot 
nce 

\ resolution was adopted to change the torm of the 
membership certificate so that each member would receive 
the certificate, showing his good standing in the society 
during the current year 

Votes of thanks were then given to the municipality of 
\lilwaukee for the use of the council chamber; to the 
Pabst officials for their courteous entertainment; to the 
‘onvention and entertainment committees of Milwaukes 
vhich provided so generously tor the entertainment of the 
isitors: to the master plumbers and journeymen plumb 
ers for their hearty and substantial co-operation in bring 

* 
mg abovt and maintainine the comtort and good fellow 
ship f the delegation attending the convents 

\ telegram from Henry B. Davis, Washington, LD). | 
wishing the society a successtul meeting and regrettin: 
his unavoidable absence, was ordered placed on tile and 
receipt to he acknowledced. 
Thos. J. Claffy, secretary of the society, was voted the 
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light token of the appreciation of the 
society for his capable work during the past year. 

Letters from J. R. McGonegal, regretting his absence 
and from Clifford P. Schlemmer, recording the passage 
of the Ohio state plumbing law, were also read and ap- 
proved, 

Kk. H. Donahue, inspector of plumbing, Peoria, Ill, and 
president of the Board of Examiners of Plumbers of Illi- 
nois, then delivered a most interesting paper on the ex- 
amination of plumbers. Mr. Donahue presented a form 
of application for certificate and described the steps taken 
in the examination. 

The paper concluded with a copy of the by-laws of 
the boards of examiners of the plumbers of Illinois, and 
a fair criticism of some of the points concerning the ex- 
amination of plumbers made in a recent issue of “Domes 
tic Engineering,” in the series entitled “A Uniform and 
National Plumbing Code.” “Domestic Engineering” ac 
knowledges with thanks the assistance given by Mr. Don 
ahue in bringing this codification to as complete a state 


is possible. We would specially invite all plumbers to 


end criticism and comment on the special features of 
the code presented in each section as it appears 

owing to the lateness of the hour it was found impos- 
sible to present to the convention two important papers 
on the program: “The Relation of Soil and Vent Pipes 
to Frost Closure,” by W. B. Gray, Louisville, Ky., and 
“The Construction and Care of Barns in Regard to Light. 
Ventilation and Drainage,” by Wm. Hey, Portland, Ore. 
Both papers are illustrated. It was moved, seconded and 
dopted that the secretary be instructed to include these 
iluable papers the proceedings of the organization 

lhe Committee on Convention comprised Geo. R. Stolz, 
P. J. Madden, Jno. E. Mullane and Jno. Owens. ‘They are 


to be congratulated on their good work 


Election of Officers. 
The election of officers then took place, resulting in the 
following selections for direction of the society’s affairs 


during the current year: President, Martin Conroy, St. 
Paul, Minn.; first 
ten, Tex second vice-president, Lawrence J] 
Pittsburgh, Pa.; secretary and treasurer, Thos. J. Claffy, 
(Chicago; board of directors, H. K. Beatty, Pittsburgh; 
Pa.; Kkdward Quinn, St. Louis, Mo., and Edward Dona- 


hue, Peoria, Tl] 


vice-president, Tohn Heffernan, Hous- 


Lawler, 


Invitations to the association for the holding of its next 
annual convention at Washington, Pasadena, St. Louis, 
and Atlantic City were then read. St. Louis was selected 
as the favored city, and the date of the convention estab 
lished as May 7,8 and 9, 1912 

\ rising vote of thanks was given to the trade papers 
for their co-operation with the society in extending its 
work 

The announcement was made that to those considering 
longer stay in Milwaukee the journeymen plumbers 
extended a hearty invitation to a smoker to be held o1 
Thursday evening. The convention then adjourned 


The Stag-Smoker Grande Finale. 


Thursday evening crowned the convention in stag- 
gering fashion, capped the climax and made the welkin 
ring At 9 p. m., the Elks’ Club Building became the 
hospitable rendezvous of the enthusiastic sanitarians 
Here they were met by the Entertainment Committee, 
SO perfec tly organized that it seemed to ha € a thousand 
hands of welcome The master of entertainment-cere- 
monies was E. Ff. Henoch, Milwaukee, and he sure was a 
star performer We know now where the “smile that 
Any attempt at de- 


won’t come oft” was first sketched 


tailed description of a magnificent program, perfectly 
carried out, would fall far short of the mark. First came 
an epicurean feast. Thirsty ones removed their troubles 
by quaffiing fountains of the “Famous” brand or oceans 
of joy-water at will and discretion. Cigars floated through 
the air, anticipating each smoker’s desire. 

At the proper time, Toast-master Harry de 
(Chicago, wielded a Pabst gavel and rapped every ear to 
\rthur J. Maag, president of the Mil 


Joannis, 


attention-point 
Association, welcomed the 
guests to the joys that followed. President W. G. Wil 
liamson, Detroit, Mich., voiced the appreciation of the 


waukee Master Plumbers 


visiting inspectors and engineers of the Milwaukee hos 
pitality. W. B. Rubin, a prominent “Cream City” attor 
ney, gave a sanitary legal talk, abounding in wit and 
horse-sense He urged his hearers to further successful 
warfare on the foe of mankind—the invisible germ. Meet 
ings of this kind hastened the day of ideal homes, cities, 
buildings, governments and peoples. 

W. H. Halsey, Milwaukee, Wis., ex-president of the 
National Association of Master Plumbers, rose to his feet 
and the occasion in first-class style. He commented on 
the high character of the society’s work. Mr. Halsey 
called for co-operative action by committees of the dif 
ferent sanitary associations so as to secure public recog 


nition of the importance of sanitation and the valuabl 


services of the men engaged in its securing and enforce 
ment. 

Master-of-ceremonies !lenoch then poured upon. the 
gcuests an avalanche of musical delight. Among the Mil- 
waukee plumbers there is an ever-bubbling fountain ot 
melody. The songs of Messrs. Griebel and Halsey wer 
the first on the program, with solos which gave great 
The famous Milwaukee quartette, composed ot! 


RB. Schoeneker. Peter Kaufman. Albert Voelz and B. Al 


pleasure 
bert, captured the delegates by storm and trilled repeat 
edly to many encores. 

Mrs. Harry Fuller, wife of a Milwaukee plumber, gav 
several excellent vocal renditions 

Joe Scherer, a prominent Milwaukee business-man, came 
to the front with a fund of good stories. Miss Smith and 
Mr. Harry Jones took the roof off, or went down into 
the basement, iust as they pleased, musically. They 
appeared repeatedly at intervals throughout the feast, and 
if a strong guard had not been placed round them they 
would have been in danger of being taken home as sou- 
venirs. 

The toast-master then called on Edward F. Kane, Wil. 
mington, Del., to voice the society’s sincere appreciation 
of the Milwaukee hospitality. Mr. Kane is golden-minded 
and silver-tongued. He should be governor of Delaware 
[In an eloquent and powerful speech he handed the hearts 
of the delegates on a charger of gratitude to Mr. Henoch 

From that time on the screen of our memory there 
comes a moving-picture procession of witty and enter 
taining speakers, among whom may be mentioned Messrs 
Potter, Bohmann, Quinn, Chew, Fowler, Mullen and Wit 
tich. We stole away at an hour which we dare not print 
for domestic reasons, and as far as we know the entertain 
ment is not yet concluded. 

The Exhibitors. 


Several interesting exhibits were made in the larg 
display-room adjoining the lobby of the St. Charles 
Hotel, the headquarters of the association. 

A. T. Lueckenbach represented the Sanitary Appliance: 
Co., Neenah, Wis., and lectured with quiet eloquence 01 
the “Cyclone” water-closet ventilators. The ventilato: 
itself was on exhibition to demonstrate the “no more 














February 11, 1911 DOMESTIC 
war-cry of Mr. Lueckenbach. “No more foul odors, no 
more deodorizers, no more disinfectants.” 

George R. Stolz, Milwaukee’s jovial plumbing inspector, 
made an interesting showing with a table covered with 
old-time plumbing eccentricities and oddities. There were 
included in these a part of the plumbing system from 
-the ore-boat “Pewabic,” sunk in the ’60s in Lake Huron: 


water-seal connections, home-made plumbing a la carte, 











The Old-Time Ventilating Exhibit. 


and two interesting old-time ventilating apparatus. One 
of the ladies (a visitor, of course) was heard to remark, 
“George is all to the candy.” If that 1s a compliment, 
(;eorge 1s coming to his own. 

The Hoffmann & Billings Mfg. Co., Milwaukee, W1s., 
had a verv attractive presentation of a bath, fully equipped 
with shower, a lavatory, plumbers’ supplies and a Nie 
decker mixer. The mixer and shower combination at- 
tracted considerable attention, the anti-scalding control 
valve being much admired Handsome catalogs were 
freely distributed 

The Dehn Sanitary Depot had for its manager of trat 
fic George J. Dehn; for superintendent of souvenir-dis 











‘‘The Finish.’’ 
Shaver and Green Experiment with Two Fluids. 


‘‘The Start.” 


tribution, J. L. Mandable; and for director of sales and 


information, H. E. Parker. Sample traps of aluminum, 
pocket-books and stamp-books were handed lavishly to 
all applicants. The exhibit-platform of the manufactur 
ers of these Dehn products, The Compound Injector & 
Specialty Co., Chicago, displayed a very complete line— 
hback-water traps, water-cooling grease-traps, floor-drains, 


garbage and refrigerator-drains, closet-bends and exten 
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sions and automat water-sottener and scale removinyg 
specialties 

The McCrum-Howell Co.. New York-Chicago, pos 
sessed an unusual exhibitive advantage the Milwaukee 
office of the company is located in the hotel building and 
the company also had an exhibit in the display-room 
Visitors were therefore under vacuum-cleaning cross-fire 


all the time Sam J \\ irnock and (; } (wet wernre thre 


SS 


+> 
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When the Convention Goes to Pasadena, the Hub of Wel 
come Will Be in This Spot 





venerals of the campaign and conducted a constant series 
of guerilia sortic ‘Richmond’ becam: well 
name to the visitors Phe new transom-litt ix] ni 
mously endorsed It as absolutely silent. can |x (| 
justed to a hair-line and can provide ventilatio: Ar 
sired This should prove a eood Sanitary stde-line het 
plumbers 

The Blake Spe cilalts ©. Rock Island. I |] entrust 
its convention-interests to the capable supervision of Joh: 
D. Blake. The Blake clean-out and drainage-fixtures were 
attractively shown The new test-plue was in th: 
of some interested plumbing inspector at all hours of the 
day and most of the evening: li met with much tavor 
able comment Mr. Blake noimmted out it 
use in connection with the Blake test-te Literature 
concerning specialties and complete ti . 


rapid circulation 








One of the Temporary Public-Comfort Stations During the 
Pasadena Pageant. 


J. A. Vogel exhibited a working installation ot the 
Vogel frost-proof closet. He was busily engaged throug] 
out the convention in demonstrating the economical in 
stallation of these closets and the frost-proof advantages 
of the waste-valve below the frost-line. Joseph A. Vogel 
the installation, 


Co., Wilminegten, Del., manufacturers « 
report steady gain in public favor and good prospects for 


business. 





Lobby Trottings. 


e future | ' handed in these verse n the 
’ ? i\ 
: { { I paeeee rOrr Milwaukee }~} t 
aay 
preg h ‘ t | ’ | Tre hg c ) | hie tt] ’ Tie 
editor. 1¢ 
’ + Y 1,1 { 1 ‘ 1 { “99 ' 
(good health tor wh (good health for whos” Muilwau 


kee asked aga 
Good health that spreads nation wide'” was answe! 


that came then 


— 


(,00d health for all by plumbing scientifically done, 
Kvery job inspected so that each and every on 

1 ’ 1 1 11 
Will keep the evil bacilli forever on the run 


fhe dav otf universal health 1s dawning 


\nd wh i-gom to do it Milwaukee queried quick 

Look who's here! [Look who's here reply was pat and 
slick 

1A. S. i. B. and S. FE ee,’ Milwaukee said 

‘Is it a drink we've got to take before we go to bed?” 


‘No, sir, these letters represent a faithful. earnest band 


()9f men who aim to anitate trom coast to coast our 
land 

hev re Copotitiist Peo they Tye hae ve were vetting better 
and 

Phe day of universal health 1s dawning.” 


it 1 rumored that at the next convention a resolution 
will be introduced prohibiting any member trom calling 
the place he came from “a town.” The proper word 1s 
“city.” There are no towns in the jurisdiction of plumb 
Ing mspectors and initary engineers 


\. ( Shaver. Pasadena, Cal., and A. S. Smith, Winnt 


peg, Can., had some interesting experiences during their 
stay in Milwaukee. Our illustration shows “The Start” 
and “The Finish.” [In “The Finish,” Shaver 1s trying to 
induce Smith to go home to Winnipeg by way of Cali- 
fornia, and from the car of his air-ship 1s giving him a 


glance at the joys ot Pasadena home-life as shown 1n the 
iustration Cy] Shaver domesticitv 
->-? 


SOUTHERN NOTES. 


The Ryan Plumbing and Heating Co., 3rd avenue, Nash 
ville, Tenn., is the name of a new concern which has just 
started in business 

W. H. Dows, formerly conducting a plumbing shop 1 
North Nashville, Tenn., has opened a plumbing and heat 
ing establishment at 17 Arcade, Nashville, Tenn 
\iattex, Ritter & Gold started a new plumbing business 
in Nashville a few months ago at 428 Cedar St. Mr 
Mattex was with the firm of Herbrick & Lawrence for 
nine years and Mr. Ritter was with the same firm tor 13 
years 

The West Side Plumbing Co. is the style of one of the 
new plumbing and heating firms in Nashville. It is located 
on Cedar street. 

The Southern Heating Co. on Jefferson street, Memphis, 
lenn., 1s completing the contract for the steam heating 
system in the 19-story and basement [:xchange building 
in that city 

Pritchard & ky\ 
the autlool ror 19] 
have ever seen in Memphis. Within the next 30 days they 
look rOT S@€vVvel | lar re contracts to he awarded. 

Lew Tisdale & Co., at Memphis, Tenn., are busy on a 


$3,000 plumbing job tor the Germantown School, 1n Shel 


ns, Union street, Memphis, report that 


1 plumbing business 1s as good as they 


by € onnty 


YL. Rawlings & ¢ \iemphis, Tenn., have moved to 


157 Jefferson avenue, from 146 Jefferson avenue. They 
have also houvht out the plumbing business of B 
Stanton 


rf B. P 
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. NYENTION T)ATES 


February 14 and 15, 1911.—Annual meeting of the Ohio 
State Association of Master Plumbers, at Cleveland, O. 
The convention will be held in the Pythian Temple, and 
hotel headquarters will be established at the Gilsey House 
The officers of the association are: President, R. H 
Desormoux, 27 S. Fountain Ave., Springfield, O.; secre 
retary-treasurer, Eb. Ellen, 4714 Central Ave., S. E., Cleve- 
land, « ). 

February 14, 1911 Annual convention of the Missourt 
State Association of Master Plumbers, in Kansas City, 
Mo. The headquarters of the convention has not yet been 
decided upon. The officers of the association are: Presi 
dent, Arthur McKinley, Kansas City, Mo.; first vice-presi 
dent, R. P. Davidson, St. Joseph, Mo.; second vice-presi 
dent, Edw. C. C. Reisel, St. Louis; treasurer, Jas. P. Car 
rol, St. Louis; secretary, Thos. P. Watts, Kansas City 
Mo.; board of directors: Wm. Ryffel, St. Louis; I. N 
McNeil, Sedalia, Mo.: E. C. Buchtel, Springfield, Mo 
Wm. Wormholz, Kansas City, Mo. 


february 21 and 22, 1911.—Muid-winter meeting of the 
Central Supply Association, at the Stratford Hotel, Chi 
cago. Secretary, Paul Blatchford, 1524 Tribune Bldg., 


( hicavgo. 


March 7 and 8, 1911.—The 23rd annual meeting of the 
New York State Association of Master Plumbers, at 
Rochester, N. Y. The sessions will be held at Powers 
Hotel, which will also be the headquarters of the con 
vention. The officers of the association are: President, 
l'rederick Ie. Fladd, Rochester: vice-president, John H 
Moran, Albany; financial and recording secretary, Louis 
J. Yauchzi, 773 Lake Ave., Rochester, N. Y.; treasurer, 
Chas. A. Campbell, Watertown, N, Y.; national state vice 
president, B. Joseph O’Donnell, Syracuse, N. Y. 


March 14 and 15, 1911.—The annual convention of the 
Kansas State Association of Master Plumbers, at Wichita, 
Kans. The president of the association is C. A. Baker, 
Wichita, Kans., and its secretary is E. D. Draper, 644 
State St., Kansas City, Kans. 


April 5 and 6, 1911.—The 19th annual meeting of the 
Michigan Asscciation of Master Plumbers, at Muskegon, 
Mich., with headquarters at the Occidental Hotel. The 
officers of the association are: President, W. J. Dowsett, 
Jackson; vice-president, Thomas J. Shields, Lansing; 
secretary and treasurer, W. A. Decker, Grand Rapids, 
Mich. 


June 5, 6, 7 and 8, 1911.—The 23rd annual convention of 
the National Association of Master Steam and Hot-Water 
Fitters. Place of meeting not yet decided upon, but it will 
probably be in Chicago. The officers of the association 
are: President, Charles A. Geoghegan, New York City; 
vice-president, Edward B. Denny, Newark, N. J.; treasurer, 
Juan A. Almirall, New York City; secretary, Henry B 
Gombers, 260 West Broadway, New York City. 


June 6, 7 and 8, 1911.—Third annual meeting of the Na- 
tional District Heating Association, at Pittsburgh, Pa., 
headquarters Fort Pitt Hotel. The officers of the associa- 
tion are: President, Geo. W. Wright, Baltimore, Md.: first 
vice-president, A. D. Spencer, Detroit, Mich.; second vice 
president, W. J. Grambs, Seattle, Wash.; third vice-presi- 
dent, Warren Partridge, Springfield, Ill.; secretary-treas- 
urer, D. L. Gaskill. Greenville, O. 


June 13, 14 and 15, 1911.—The 29th annual convention 
of the National Association of Master Plumbers of the 
L'nited States, at (galveston, Tex., with headquarters at 
the Piedmont Hotel. The officers of the association are 
President, A. Selden Walker, East Orange, N. J.; vice 
president, Alfred C. Eynon, Canton, O.; secretary, Samuel 
Ik. Wilson, Kast Orange, N. J.; treasurer, Wm. McCoach, 
Philadelphia, Pa 

















VAPOR VS. HOT-WATER HEAT FOR RESI- 
DENCES. 

Iditor “Domestic I[ingineering” 
inquiry in your issue of December 17 on vapour vs. hot 
water heat for residences, it 1s the opinion of most heat 
ing contractors ot my acquaintance that hot-water heat 


is the most economical to operate tor residences. When 


investigated this opinion seems to have about the same 


basis as the average man’s politics. 

| formerly believed that hot water was the most eco 
nomical method of heating, but since | began to collect 
fuel-costs I have had reason to alter ny beliet 

It is my present opinion, based on data I have so tar 


- 
~ 
—_ 
- 


secured, that for equal design, installation and 
operation vapor heating has hot water so far beaten for 
fuel economy that it is a wonder to me that more oft tt 
is not in use. 

[f the problem were simply the transfer of a given 
amount of heat from the fire to the space to be heated 
the choice would perhaps lie with hot water 

In localities where very low temperatures prevail for 
long periods and where temperature changes come on 
yradually, hot water would still perhaps have the prefer 
ence for continuous heating. 

Where, however, temperature changes occur very sud 
denly, and the mean average temperature is not very low, 
say about 35 deg. F. (as it is in Central Illinois) flex- 
ibility, that is the ability to vary the delivery of heat 
quickly and positively with the outside temperature vari- 
ations, is the most important factor in the fuel economy 

Where sudden changes in temperature occur, hot water 
will cause more or less waste from overheating 

This was quite clearly demonstrated by the cost of 
natural gas for warming two flat buildings located on 
the same lot, owned by the same people and operated 
by the same attendant 

One building is a little larger than the other and ts 
warmed with a vapor system. The other is warmed with 
hot water 

The fuel cost was 15 per cent less for the vapor- 
warmed building. The owner states that the difference 
would have been much greater if it had not taken two 
months to teach the fireman how he could easily regu 
late the fuel consumption to the weather requirements. 

The above two jobs are located in Central Kansas, 
where | think the weather conditions are similar to 
re we) 

The owner’s explanation of the fuel economy shown by 
the vapor job was this: During the greater part of the 
winter heat is required only in the morning. 

The vapor job heats every radiator in a fraction of the 
When the building 
is warmed up the fire can be shut off and the delivery 


time required by the hot-water job 


of heat stopped entirely or regulated to the weather re 
quirements. 

The hot-water job goes on heating until the heat stored 
in the water has been dissipated. The owner states that 
n moderate weather the tenants in the water-warmed 
building open practically all their windows after 9 o’clock 


in the morning in order to keep comfortable. 
Flere in Central Illinois we have a mean average win- 





\nswering§ | M.’s 


ter temperature ot about 35 deg. F. We also have some 
days when the temperature goes to 20 deg. below zer: 

lleating apparatus must have capacity for the lowest 
extreme, yet it 1S operated tor most t the winter af 
nly a traction of its capacity 

For conditions like these vapor-heat shines. Its speedy 
irculation warms the premises quickly without ove 
heating moderate weather ach radiator 1s under the 
omplete control of the occupant of the room where it 
is located \s much or as little heat can be delivered 

the space to be warmed as the tenant wills 

\nyone who has attempted to vary the heat delivery 
rom a hot-water radiator by regulating the supply-valve 
knows how practically impossible this ts 

Regulating the fire 1s the only practical method y 
erning the heat-delivery of hot-water radiator ; 

a matter of hours 

lo show better the actual! onditions that must be met 

operating heating plants a tew tigures trom the opet 
itiqth cof a large central station stean heating plant ire 


here o1vel 

Che period during which heat must be supplied here 
is 200 days, or 4,800 hours 

Heating plants are designed on a basis ot each square 
lb. of steam per hour and a 


toot of radiation requiring 


liberal margin of reserve capacity 1s provided in the 
boiler for heat lost through mains and from other parts 
of the heating system \t this rate each square foot of 
radiation would require 1,200 lb. of steam per heating 
s€ason 

Che meter records ot the heating plant, above reterred 
to, show that last winter about 400,000 sq. If. of radiation 
averaged 750 lb. for the heating season Bear in mind 


that this 1s for 24-hour service. The amount of radiation 


as figured also includes all uncovered steam-pipes 

Some customers by careful management got along with 
less than 300 lb. of steam per square foot of radiation per 
heating season Assuming that this figure represents 
the least amount of steam that the user requires for 
warming in this locality,,the difference between 750 and 
300 represents the saving that heat-users can effect when 
their heating apparatus permits them to easily regulate 
the delivery of heat to the weather demands 


the figures above quoted are one or two 


— 


Included it 
hot-water jobs where the water is-heated by so-called 
transformers. These are simply tanks fitted with brass 
coils. The water is circulated around the coils and steam 
is passed through them. The temperature of the water 
can easily be varied by throttling the steam-valve. 

\t first sight these jobs appear to be ideal for permit 
ting the owners to regulate the heat-delivery to what 
they need with the resulting economy. The meter-rec 
ords show, however, that these jobs require as much 
steam as do the average steam jobs 

Three vapor 1obs, however, how respectively 61l¢. Sl 
and 319 lb. per square foot of radiation per heating 
season. 

In another city near here the heating compa 
tees to its customers who will install vapor-heating that 
their meter-bills will be 15 per cent less than straight 
steam-jobs would run for them. 

Vapor-heating gives the user every possible means of 
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regulating his consumption of heat to what he actually 
needs [If he avails himself of the means economy of 
fuel will result. 

Economy of fuel in operating heating plants depends 
as much on the human being that fires them as it does 
on the design of the plant or its installation. A careless 
reman will spoil the results from the best job ever built. 
[Instances are on record where changing the Janitor 
as cut the fuel bill 50 per cent. The man who predicts 
uel-results for any heating job is taking more of a gam- 


‘ a , oe 
ble than if he bet on a horse-rac« 


Results fron large number of jobs must be com- 
pared be Te iT e 18 in pe it10 LO Say positively that 
ne method of heating is more economical than another 
| have been studying this question for nearly ten years, 


while my present opinion is what I have stated 1n 


the fifth paragraph of this article I mav find reason later 


Fconomist 


7 
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SIZE OF PIPE SUPPLYING RADIATOR. 


I.ditor “Domest Iknvineeringe’: On a hot-water job, 
rr ] Ipp cd tlrn be too small tor 
1()-TT radiator Should like to hear your answer and 

ilso tron othe who have tried wf ou; }. ¢ | 


if it was what is called the open-tank system, we should 
be inclined to believe that the size was rather small. If 
yrressure system were used, we believe that the 
We should be pleased 


ear from those of our readers who have some of these 


‘ . aa 
S1Z¢ WV) {| r1V¢ ezelere results 


1O})< 1? operation a & TO how they have worked out 


i ; 
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PUMP WORKS TOO HARD. 
Editor “Domestic Engineering’: On a compressed-air 
water-system that I recently installed for myself the pump 
seems to work very hard and it is almost impossible to 
ret more than 200 Ib pressure on the system. Can you 


suggest any remedy that can be applied to make the job 


iT) better Vi N. 

[t this 1 ystem that you just made up for yourself, 
probably uu did not look into matters as closely as you 
should. From what you say we should judge that you 
have no check-valve on the job at all. This would put 
too much on the pump, and seem to produce the results 
that you mention This check valve should be placed 
hetween the pump and the tank Put it on and you will 
be surprised at the difference in the manner in which thi 
ipparatu ‘ worl 

+o 


STEAM OR HOT-WATER HEATING FOR GREEN- 
HOUSES. 


Editor “Domestic Engineering’: Can you tell me which 
is the best to use for heating the greenhouse, steam or 
hot-water? Thanking you for the information which |] 
hope to see soon in the paper, | remain, 
Greenhouse. 

it would depend, SOTNEV hat, we believe upon the extent 
ot business and p« rhaps, also, upon just what you intend 
Lo raise mn the oreenhouse. (one plant that we know of 
covering several acres and raising flowers for a large city, 
[t has a central-heating plant and 
inany steam-traps are made use of at this place. We have 


makes use of steam 


been in many small greenhouses that use hot-water for 


the purpose and seem to find that the results obtained are 
all that could be desired, the owner claiming that a much 
more regular heat can be maintained by using the hot- 
water 
ONE TOILET-ROOM, OR SEVERAL? 

Editor “Domestic Engineering”:—In a factory soon to 
be erected there seems to be a dispute as to whether it 
would be better to have the required plumbing installed 
in one large room, or to have several small rooms located 
it different portions of the building. What remarks 
have you to offer upon the subject? The factory is to 


be one in which only men are employed. 


it would depend somewhat upon the area the build 
ing covered, the number of stories that it was in height 
ind also the number of elevators that were in the building 
\ll these points should be taken into consideration be 
If the building is 
spread out over a large amount of territory, with few 


fore the problem is finally decided. 


elevators, we are of the opinion that several smaller toilet- 
rooms would be found much more convenient and econ- 
omical, in the long run, than one toilet-room centrally 
located 


e+ eo 


ARE VACUUM CLEANERS METERED FOR HIRE? 


Editor “Domestic Engineering” :—Would it be a good 
idea to have the vacuum-cleaning apparatus so installed 
that a person could go drop a quarter in the slot and ob 
tain the use of some of the apparatus for the measure 
of that quarter? Do you know of anything of the kind 
at the present time? 


=: 


B. D 





We hardly think, on general principles, that the idea 
would be a paying one just at the present time. The 
people who use the vacuum-cléaning apparatus at the 
present day are pretty much able to purchase the whole 
outfit and run the thing to suit themselves. We believe 
that the idea mentioned has been experimented upon, 
though we are unable to state whether or not it has been 
used practically 

ore 


RADIATOR SHIELDS USEFUL. 
Editor “Domestic Engineering”’:—Why is it that th 
walls behind and above the radiator are soon discolored 


1 


and made unsightly? How may this thing be prevented: 
\pprentice 

the discoloration 1s due to the current of air, laden with 
more or less dirt, that is passing over the radiator. ‘This 
an, in a large measure, be scattered by using same good 
radiator shield that will scatter said current. At the sam« 
time there will always be dirt in the air, unless it be 
cleansed by some kind of an apparatus designed for the 
purpose ot cleansing the air of the building. The method 
of cleaning rooms with that old-time pest, the broom, 1: 
also open to severe criticism. When these matters are 
brought to the mind, the wonder 1s that there is not ten 
times as much dirt on the ceiling as really appears there 

>-? 

Don’t be ashamed to get your information from any 
source, no matter how humble Remember that the mous: 
liberated the lion. 
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THE SQUIRE ANSWERS ANOTHER BUNCH OF 
QUESTIONS. 

kditor “Womestic Engineering” Hlaving noticed in 
vour December 31st issue a set of questions which 1 
terested me very much, [ take this on of an 
swering them in the hope that others will do this also, 
as | would like to know just how others feel about these 
problems 

1. On job work, how do you prevent the customer from 
feeling “grouchy,” when he has to pay full time for serv- 
ices on a trifling bit of repair work, that he knows would 
not cost over two bits, yet for which you must charge 
him at least a dollar, perhaps more? 

We are located in a residence section of the city, and 
accordit oly we do a great deal of repair work, some of 
Which amounts to verv little, while a large portion of it 
‘ntails considerable labor and material. We sell a num- 
ber of bibb-repairs direct, the customer doing his own 
work, and we also pack bibbs for people who bring them 
into our store themselves. This does away with a great 
deal of the “two-bit” and “dead-horse” work, but in case 
we do send out a man for repair work of any kind, we 
‘-harge not less than 75 cents for the trip, whether the job 
takes a full hour or not. Some people are so lacking in 
mechanical knowledge that they cannot even disconnect 
1 faucet on an iron-pipe job and bring it into the shop 
for repairs or replacement, and for these people we have 
to send out our mechanics. 

In a recent issue, G. G. steps to the front with some in- 
teresting thoughts on repair-work, particularly faucet- re- 
pairs, and | for one take some exceptions to what G. G 
has to offer. In the first place, I am in the plumbing 
business for the money, and not for honor or glory; and 
if IT can make a profit packing faucets, then I am ready 
and willing to pack all of the faucets that come my way. 
While it may seem easy to you and me to pack a bibb, 
it is a task of no mean proportions to a whole lot of 
people, and while you and I have ability along certain 


lines, there are a number of things that will stump us 


that are just as easy as pie to other people. When we 
bump into these other people, we pay their price. Why 
should they not pay us our price? In fact, most house- 
holders own a hammer of doubtful age and a screw-driver 
a few there are who sport a monkey-wrench, and a rare 
few possess a pair of department-store gas-pliers (regu- 


lar 65 cents, cut price 10 cents). 
nine out of every ten people think that the packing in 


I venture to say that 


i. fuller faucet is on the end of the eccentric, and their 
orst efforts along the repair line lie in an attempt to re- 
move the handle and the stuffing box, following which 
thoir troubles begin. It is not a rare thing to see a man 
ome into my shop, looking rather sheepish. and ask us 
to send out a man to fix a faucet. Invariably, our man 
vill afterwards report that the sheepish-looking man had 
tried to pack a bath-cock, had gotten it apart, tried to put 
t together, but had only succeeded in skinning his 
cnuckles Now that man 1s willing to pay the price! 
\gain, we have the wise ones who will unscrew the faucet 
You can repack the bibb, 


nd bring it in for repairs. 


and a clean appearance 


easiest to keep looking right smart Where hardwood 


! 1—1t) 


ind it the stem and eccentrt ire VOT] Out Vou can 


doubtedly sell a new bibb So bring on vour taucet 
work, the more the merrier' 

2. Is it better policy to keep up a full line of stock for 
repairs, or to depend upon your ability to get the parts 
quickly from the jobber? 


Our policy is to keep on hand at all times a good com 
plete stock of everything needed in every-day work, witl 
the exception of special and out-of-date stuft lor in 
stance, closets are the common source of trouble and 
the basis Of Tepair work, nid were a tirm to kee Dp on h ind 


all of the necessary parts to repair all of the closets 1 
use today, it would need a $10,000 stock and a dozen store 
keepers Then, too, we have faucets from hundreds 
brass plants, on many of which the ordinary repair part 
will not fit. We advise new 

] 


valves in closet-tanks and complete new closets if neces 


faucets, new piping 


sary, and new range-tanks, etc. We have tound that the 
cast-iron brazing concerns, a comparatively new busine: 
in our city at least, are the means of saving us as 
amount of time and some money 1n case Of a broken cast 
ine. Thus far, we have had them repair a broken clos: 
tank lever, the vise from our power pipe-threadinz ma 
chine, a grate-bar for a steam-botler, a teed-door tor 


> be. 


hot-water boiler, and the firepot section of a 23-1n. h 


> 
' 


water boiler. Ordinarily, we would have had to send t: 


the factory for the necessary repairs and then have waited 

from one week to one month for the required parts, but 

a cast-iron brazing company turned the trick tn less that 
hours in each case. 

3. Have you ever observed any case where a man with 
a good knowledge of business affairs, but none of the 
mechanical part, took hold of a plumbing and heating 
business and made a success of it? 

A man having served an apprenticeship in the office ot 
on the estimating force of a plumbing and heating estab 
lishment, and being without practical experience along 
these lines, or a man of business training and experience 
who has made good, having a practical partner or tore 
man, can invariably make good at the plumbing and heat 
ing business. In our own city, and I do not think that 
this city is different than any other in this respect, it 1s 
the masters of this class who are rated Al by Dun and 
Bradstreet, who have the best shops, who get the best 
work, and who make the most money. It is also to be 
noted that, as a rule, these are the men who find 1t pos- 
sible and profitable to attend all of the association meet- 
ings and also otherwise interest themselves in such pub- 
lic undertakings as demand the time and attention of all 
public-spirited ambitious citizens. 

4. Concerning the idea of dressing up the show-win- 
dow: how much does it cost to put in a display in proper 
form? What would you call good torm, anyway? 

Forget the cost. You'll get it back with interest \ 
good shi window necessitates good lights, ample spac: 
Ln enclosed show window, preter 


ably glass on all sides, is the best, the neatest and the 


floors and walls are lacking, a good substitute 1s o1l 


cloth or lmoleum,. which can be had in almost anv color 








or combination of colors. Wash the windows both inside 
and outside at least once every two weeks, and change 
the window display at the same time. Make the decora 
tions mean something too. Use holly, red paper bells 
and similar things at (Christmas; tlags and national colors 


on the Fourth of July and Memorial Day; and also deco 


rate appropriately for such festal times as Fair Week, 
\viation Week, et Display stop-cocks eaten away by 
sand and water, and other oddities encountered in the 
deily work; cross-sections of radiators, heaters and closet 
bowls loset-tank- with glass fronts showing the mech 
anism within; new ideas in gas-lamps: new bath-tubs, 


sinks, lavatories and bath-room trimmings: hot-water ther- 


mometers and ag ' gas VaAtel heaters of various types, 
etc. These things are strange to most people, and most 
people like to look at them. If you arouse their curiosity 
ufficiently, they will come in to ask questions and to buy 

5. Does this window-dressing produce definite results? 
Ever had any one come in and say, “Hello, Bill, that’s a 
mighty fine lay-out you have got in the window. How 


much would such a tub, or lavatory, cost me?” 


People do notice the windows, and new displays pro 
duce almost instantaneous Inquiries and results \ short 
time ago our electric lights were out of commission for 
an evening, and the tollowing day a number of people 
dropped in to tell us that it was certainly odd to see our 
place dark [It was the only evening in three vears that 
we were without light until! midnight and it was noticed. 


6. Do you use anything in the way of motion in the 
window? Anything that produces different lights? If so, 
what and how? 


[tf you use gas for lighting. it is a simple matter to show 
various kinds of lights. lamps and shades, and this is also 
the case where elec‘ricitv is used. 7] hen, too, the electri 
lights may be used with the “off-again-on again” attach- 


ments, which are very attractive 


7. Suppose a customer has become dissatisfied and quit 
you entirely. Do you ever make any attempts to get right 
with this party? Or isn’t it proper form for the plumber 
or fitter ever to come off his perch? Give us a few 
thoughts on this last question before you lay down the 
pen and send us the letter. 


lf | had been at fault, | would acknowledge the corn 
and try to get right again, but if certain that I was in the 
right, [ would stand pat and let the future prove it so. | 
am of the opinion that it 1s very often a mighty good 
thing tor customers to try another plumber for awhile 
and they will find, if you have been treating them right. 
that they made a mistake in leaving and they will come 
back, and they will be better customers for having made 
the trial 

' * 


The best deal ot 1910 was the decision To have the boss 


in the shop all the time, that he might be right on the job 
to handle the telephone trade, the men in the shop and on 
the job, the buying of material, the estimating of work, 
and the overseeing of everything about the place. 
* + * 
his letter of mine very strongly reminds me of the lines 
of the late Sidney Porter, or “O. Henry,” as he was more 


7 


commonly known 


“The time has come,” the Walrus said, 
“To talk of many things; 


Of shoes, and ships, and sealing Wax, 


And cabbages and kings.” 


“The Squir: 
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THE PRICE OF INSTALLING FULLER BALLS. 
Editor “Domestic Engineering’:—Replying to G. G.’s 
article on removing one cause for calling the plumber a 
robber, I would like to state that a plumber is a robber, 
who would charge anywhere from $2 to $3 for installing 
We charge for this class of work 50 
[If the job is going to amount to more 


a few fuller balls 
ents to a dollar 
(a first-class man can judge this), the house-owner or 
house-wife is told so before the work is started. In this 
f the charge 


way there can be no misunderstanding « 
lf the job is at a distance from the shop and the wagon 
is busy, we send the plumber by way of a street car, and 
we find the customer more ready to pay the car-fare than 
the time a man would take in walking to the job. 

Our conclusion, however, is that a firm that would keep 
| plumber who would make a job like replacing 2 or 3 
fuller balls “last two hours,” is not a first-class competent 
firm, and if they cannot keep a record of a man’s work 
‘in such a way as to prevent laziness, they need the services 
of a good foreman 

Stockton, Cal. a 

Sana 


PHILADELPHIA PENCILLINGS. 
January was the “record month” for the erection of 
buildings. Permits were issued for various operations 
costing $2,597,460. The greatest former month was Jan- 
uary, 1909—and January, 1911, exceeds it by $464,750. 
Permits for heating work amounting to $18,400 were is- 
sued. No separate account is kept of plumbing work. 
lwo engine and boiler-house operations cost $30,500. 


Norman Macbeth, James Coutts and James H. Hill 
have organized the Macbeth Arc Lamp Co., and will in- 
corporate it for the purpose of manufacturing and dealing 
in lamps of all kinds. Mr. Macbeth, head of the company, 
has been identified with an art glass company. 

In 12 days Philadelphia raised $1,000,000 tor the Young 
VMen’s Christian Association’s building fund. George C 
J. Fleck, of Fleck Bros. Co., plumbing supplies, not only 
gave $1,000 to the fund, but aided in securing contributions 
from others. A number of plumbing and supply houses 
were generous contributors to the worthy cause. 


\t the 205th meeting of the Philadelphia Foundrymen’s 
Association, at the Manufacturers’ Club, February Ist, 
an address upon “Are Lamps, with special reference to 
lame Ares,” by K. A. Albrecht, a New York lighting ex 
pert, was the feature of the evening. The speaker dealt 
with the subject as applied to the illumination of foundries 
ind machine shops. A club lunch was served before ad- 
journment. 

The J. E. Lonergan Co., 211 Race St., 1s successtully 
marketing a pop safety-valve, made in three different 
styles, for house heating boilers. The valve was designed 
ind patented by M. A. Hudson and is said to have de- 
cided merit 

Wilmington, Del., merchants have started a brisk move- 
ment to secure better lighting facilities for Market and 
other business streets and the local electric and gas com 
panies are competing for a special lighting contract. New 
tandards, lamps, etc., will probably be installed. 

The Wilkinson Foundry and Manufacturing Co., which 
has secured a New Jersey charter, and is capitalized at 
$900,000, has taken over the business of the Wilkinson 
foundry Co., and Lorenna Foundry Co., ot Bridgeport, 
Pa.. and the Stroud-Wilfong Co., of Philadelphia. The 
latter-named company manufactured feed-water purifiers 
and steam specialties and the succeeding company will 
continue to manufacture them. Officers of the new com- 
pany are: President, Benjamin F. Evans; vice-president, 
C. S. Wilfong; secretary and treasurer, Joseph C. Laird 
Headquarters will be at Bridgeport, Pa., with branch office 
in Philadelphia. Mr. Wilfong has been identified with the 
\merican Boiler Economy Co., and the Wrigley Com- 
bustion Co, 

Leonard G. Paine, who has been appointed Philadelphia 
representative of the L. J. Wing Manufacturing Co., has 
taken office at Room 1227 Land Title Building. 
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AMONG THE WHOLESALERS 


NOW LCCATED AT ‘GEARD RAPIDS, MICH. 





fhe Simonds Heating & Specialty Co., tormerly at De- 
troit, Mich... 1s now nicely located in its new quarters at 
the corner of Campau and I.yon Sts., Grand Rapids, Mich 


->-s? 


OPEN LARGE OFFICE AND SHOW-ROOM IN SAN 
FRANCISCO. 


fhe J. M. Kohler Sons Co., manutacturers of porcelain- 
enameled cast-iron sanitary ware at Sheboygan, Wis., 
have opened Pacific Coast office and show-rooms at 1001- 
1099 Monadnock Bldg., San Francisco, Cal., with H. W. 
Kinch in charge as manager. 

- ee 
JOBBERS IN PLUMBING SUPPLIES FILE PETI- 
TION IN BANKRUPTCY. 

Spencer & Haviland, perrwen of plumbing supplies at 
174-176 South Portland Ave., Brooklyn, N. Y., have filed 
a voluntary petition in bankruptcy in the United States 
district court. The liabilities amount to $43,400. The 
firm has been engaged in the plumbing supply business 
nearly 40 years, and the news of its financial embarrass 
ment will come as a shock to its many friends in the trade 
The firm is composed of William R. Spencer and Walter 
DD. Haviland 

->-s?> 


BEN D. POTTS INCORPORATES HIS PLUMBING 
SUPPLY BUSINESS. 


By the incorporation of the Potts-Rine Supplv Co 
(Columbus, ©., with a capital of $25,000 by Ben D. Potts. 
frank Short, L. G. Willams, Frank M. Rine and Harry 
lL.. Potts, one of the oldest plumbing and mull supply 
houses of the city which has been operated as a partner 
ship becomes a corporation. For many years the business 
has been conducted on East Spring street by Ben D 


Potts. Harry L. Potts, a son, will be manager of the new 
company. Frank M. Rine leaves the employ of the West- 
water Supply Co. to become identified with the new 
concern 
an al 
NEW HEATING SUPPLY CONCERN IN MINNE- 
APOLIS. 


The Warneke-Deringer Co has opened offices at 324 
South Third Ave., Minneapolis. Minn., to handle a com 
plete line of heating material on a jobbing basis through- 
out the northwestern part of the country. A well known 
heating boiler will be handled under the name of the 
“W-D”, and in connection with the boiler the new com 
pany will handle a complete line of radiation, valves, 
floor and ceiling plates, thermostats, etc. The members 
f the firm are Herman J. Warneke and George H. Derin 
ger, both of whom have been connected with the heating 
trade in the Great Northwest for the past 10 years, call- 
ine upon the trade in Minneapolis as well as in the bal 
ance of Minnesota, and in Iowa, North and South Dakota, 
Montana and Idaho. 


THE STANDARD PUMP & ENGINE CO. AGAIN IN- 
CREASES ITS CAPITAL. 

The Standard Pump & Engine Co., Cleveland, O., has 
igain increased its capital to take care of its constantly 
srowing business, and it has also purchased the Schettler 
Ripple Co’s. business in that city. This latter compan) 
has for the last 10 years been engaged in the water-supply 
business. and this line will be continued by the Standard 
Pump & Engine Co., at its general offices, with C. A 
Schettler as general manager of the sales department. A 
considerable extension of its trade in the line of pempene 
engines or complete water-supply systems 1s being planne: 








February 11, 1911. 


under the name or “Standard Pumping Engines” and 
“Standard Water Supply Systems.” The company 1s at 
the present time revising its catalog to include the “Stand 
ard Junior” pumping engine, which is a new addition to its 
line. The revised catalog will soon be ready tor dis 
tribution and will, no doubt, prove ot interest to plumbers 
and jobbers of plumbing supplies 
too 


WILLIAM Y. WARNER PASSES AWAY. 


William Y. Warner, until a few years ago secretary ot 
the Haines, Jones & Cadbury Co., jobbers and manutactu 
ers of plumbers’ supplies, Philadelphia, died suddenly ,in 
that city on Friday, February 3d, of heart failure. He had 
been an invalid for some time 

——- 


WILL MAKE RADIATORS. 


The Flectroptic Products Co., a new concern at Buftalo, 
N. Y,. will erect a fireproof tactory at Elmwood and 
Hertel avenues in that city, for the manutacture of radia 
tors. 

->-s+ 
PERSONAL MENTION. 


( Johnston, tor many years connected with the 
llerendeen Mig ( o.. (;eneva., N. \ : has heen Ippo t ¢ 
assistant manager of the Pittsburgh branch of the United 
States Radiator Corporation. Mr. Johnston has a larg 
number of friends in the heating trade who will be elad 
to hear of his advancement. F. M. Mechling is the ven 
eral manager of the above branch 

. KF. Murch, well-known to the western heating trade, 
has been appointed western manager for the Hart & 
Crouse Co., of Utica, N. Y., with headquarters at its © 

ivo ottice at svU Lake St 
\. W. Ayling, vice-president of the Ayling & Reichert 


} 


Co. manufacturer of solderless floats and = p'tumbers’ 
specialties, Toledo, O. was a visitor to the “Domest 
Engineering” office on Feb. Ist Mr. Ayling reported 


the capture of several bulky orders for the company’s 
products and is optimistic for similar successes through 
out the year. Like every other man who believes in his 
product, a repeat order gratifies Mr. Ayling more than 
a new order 

.L. K. Markey, for the past eight years connected with 
the Ideal Mfg. Co., Detroit, Mich., has accepted 
position with the Winkley Co., also ot Detroit. He will 
call on this company’s trade 1n this country and in Canad: 

Sal 


CLEVELAND JOBBERS AND MASTER PLUMBERS 
ENJOY A MASQUERADE PARTY. 

fhe Cleveland Social Club, which is composed of maste! 
plumbers and a number of jobbers in plumbing supplies 
at Cleveland, O., held a grand masquerade party at Peck’s 
Hall, in that city, on February 4th, to which the ladies 
were invited on condition that no secrets would be given 
away until after the grand exposé. Only those who have 
been in Pittsburgh on Hallowe’en or at New Orleans dur 
ing Mardi Gras, can lay any claim to having ever seen 
anything to parallel this event. When “Theodore Roose 
velt” advanced to the center of the hall and clasped hands 
with “Booker T. Washington,’ some one guessed Geo 
Kortz of the Cleveland Plumbing Supply Co., and Theo 
Sturer, of the Kennedy Co. This was a bad guess, but 
there were many others during the evening. When it w: 
learned that Al Bacher had been passing himselt off as 
“Eva Tanguay” and getting away with it, every one knew 
that “Richard Mansfield” was no other than Chas. Setfert 
Frank Tuther, of the Welker Supply Co., could have 
passed as the “Italian Flower Girl” on the board-walk at 
\tlantic City. Then some one spied the “Two Yellow 
Kids” discussing the Panama Canal question in one corner, 
ind upon close investigation discovered J. J. Comford and 
M. Hallock. Jack Kieper resembled “John D.” so very 
osely that “Hetty Green,”’ who was no other than Geo 
Papworth, just had to go over to talk Standard O11 stock 
in the very midst of “Chauncey Depew’s” (otherwise 
Joseph Kieper) opening speech, a dead silence fel] Over 
the entire house. Down the full length of the long hall 
the wonderful “Mary Garden” advanced, with that won 
derful grace so true to newspaper accounts Then her 
iong train interfered and displayed the dainty foot and 
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details of a most entrovable evening that vill long be 
membered by 
ent. ——_— 
CONSOLIDATED ENGINEERING CO.’S ANNUAL 
MEETING. 


fhe annual meeting the repres tive tt 
solidated Engineering Co. was held at the Great Nort 
ern Hotel, Chicago, on January 19th, 20th and 21st Chis 
meeting was the most successtul ever held by the con 
pany and the exchange experiences and 
Of tuture policy was so spirited that the time given t 
the meeting proved tar too short 

\n illustrated lecture and chalk-talk by the Chiet 
Eneineer (oT the COMpanyv, witerspel ed wit discussiot 
by the various salesmen present, brought out many val 
lable points. showine a remarkabl nsight of thos 
dentined with the company in engineering features relat 
Ing to ‘the installation of the Van Auke vstem of} 





Officers and Representatives of the Consolidated Engineering 
Co., Chicago, at Their Annual Meeting. 


LCLULLEDD heating ina the lherme ( ontrol svsten 
regulation, these being the two features of the line mat 
iufactured and handled by t he COMPA y lf ‘eT into 
tunate that a number of the agents found it impossibl. 
to attend. Oowine to. the tact that thev |] ia] ed lara 
prospects on hand and feared that a few days ibsence 
irom the seat ot war would result 4 thie lea fF onn 


valuable contracts 

Meetings were held twice each day and on Thursday 
and Saturday dinners were given, one at the Hofbrau 
Restaurant, the other at the La Salle Hotel Banquet Hall 

Before leaving town, each salesman was presented with 
a fine leather case containing aluminum samples of the 
Belvac Thermoftier, the principal feature of the Va 
\uken system of vacuum heating, and the control and 
return valves which form a part of the Thermo-Cont 
svstem of heat regulation 

\t the session on Friday a photograph was take 


those in attendance. miniature reproduction ot hich 
is shown herewith Reading from left to right 41 thie 
top row are 

R. BB. Hall, ir., Atianta, Ga.; LL. Loeffler. Chicago: TT. I 
Keegan, Indianapolis, Ind ingle. Chicago: A. H 
De Lanney, Kansas City \lo oh Bealor. Pott 
burgh: A. H. Probst, inspector, Chicago: C. EF. Gre 
held, San Franeisco; Geo. A. Brown, Milwaukee \ | 
Rue. factory superintendent ( hicago In the tront 1 
are [ \I Field, r.. St Paul \linn |: \ \lurp 
Chicago: Byron E. Van Auken, secretary; John F. Halk 
vice-president; E. B. Gordon, jr., chief engineer. 
the (Consolidated kK} ngineering o. 4 hicago 


>>> 


Chas. B. Lemon of the plumbing and heating firn 
Sponhauer & Lemon, 250 Market St., Galion, O., has pur 
chased his partner’s Mr. Sponhavuer’s interest in the busi 


ness and wll continue it at the old stand under his own 
name 
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IRON MARKETS IMPROVED. 


In the steel-making trons there is an improvement iN} 
the volume of business and the market is somewhat 
stronger \s far as foundry iron 1s concerned, however, 
there seems to be very little animation in the trade, and 
the demand, as well as the price, 1s out of line with other 
branches of the steel industry. One of the important sales 
during the week was to the Standard Sanitary Manufac- 
turing Co., for over 5,000 tons of Northern No. 2 and 
about 4,000 tons of Southern No. 2. There is complaint 
in the Chicago district that the foundries there have con 
siderable stock of iron on hand, which cost much more 
than today’s quotation. Spasmodic sales are reported both 
in Cleveland and Buffalo, but there is no broad inquiry 
In the New England territory there has been more in 
terest in the market, chiefly by the makers of machinery. 
further curtailment is under way in the New Jersey and 
New York territory. Quotations are as follows 
$11.00 to $11.50 


15.50 to 15.75 


No. 2 Southern foundry, Birmingham 
No. 1 Northern foundry, New York.. 


No. 2X Northern foundry, New York. 15.00 to 15.25 
No. 2 plain, Northern foundry, New York 14.50 to 14.75 
No. 2 Northern foundry, Chicago 15.50 to 16.00 


. ->-+?> 


COPPER MARKET WEAK. 


Prices are barely steady at 12.3714 cents New York fot 
electrolytic It is apparent that the buying of a week 
age is not as large as many had hoped and, moreover, 
pessimism in the trade is running rife. It may be that 
the time has come tor a change in the cOoOppel market, 
although those in closest touch with this market fail to 
see any substantial signs of improvement. Consumption 
ibroad is large and foreign users have purchased freely 
\merican consumers are merely covering their require 
ments and there has been no broad inquiry for practically 


a year. Telephone and telegraph companies, however, 
have purchased Copper more treely than any tin 11) SLX 
months 
->-s? 
lhe market 1s strong, but consumers continue to buy 


in small lots for New York delivery. Prices are as tol 
No. 1 yard wrought, 
No. 1 yard wrought, short 
Heavy-melting steel scrap 
Machinery cast 

Wrought pipes and tubes 
Malleable castings 


lone $11.00 to $11.50 
1O.50 to 10.75 
10.25 to 10.75 
12.00 to 12.50 
50 to LTL.Ooo 
12.00 to 12.50 


Wrought turning: 6.00tO 6.50 

Cast borings 6.00to 6.50 

Stove plate 950 to 10.00 

Light iron | 5.00to 5.50 
| —— 


LEAD. 


Che market in St Louis 1s weaker and lead can be ob 
tained there at 4.32 cents. In New York the quotation oO! 
4.50 cents prevails 

~>--?> 


TIN. 


The statistics of the tin trade, compiled by C. Mayer, 
secretary of the New York Metal Exchange, showed that 
the deliveries into consumption during January, 3,200 tons, 
were 300 tons smaller than during the same month last 
year. The total visible supply on January 31 was 18,616 
tons, an increase of nearly 1,500 tons during the month. 








There was, however, a Banca sale, which released just 
about that amount of the metal. Prices of tin are slightly 
lower at 42.75 cents. 

—— a oe — 


SPELTER. 


The market is without change at 5.55 cents New York 
and 5.40 cents St. Louis. There seems to be quite a littl 
weakness in the St. Louis market. 

<< —— 


FOURTH ANNUAL BANQUET AND ELECTION OF 
OFFICERS OF THE MASTER PLUMBERS’ 
ASSOCIATION OF LONG BRANCH, N. J. 


The Master Plumbers’ Association of Long Branch, 
N. J., after holding their annual meeting in the Bazley 
& Burns building, January 13th, adjourned to greet a 
number of their friends at Greene’s Third Avenue Hotel, 
where they entertained at their fourth annual banquet 
{‘onnections, leaks and piping plaved no prominent part. 
all shop talk being eliminated for the evening 

Mine Host Greene reserved the reception and dining 
room for the party, which included all the local promi 
lent plumbing contractors and a few invited guests 

While the feast was being enjoyed a special act from th« 
New Broadway Theater was shifted from that place to 
Greene’s Third Avenue Hotel dining-room, where fo: 
more than an hour there was given one of the best en 
tertainments imaginable. There was also music to enlivet 
the occasion. 

Following an elaborate menu, after-dinner speeche: 
proved a pleasing feature, among those responding being 
Mayor Packer, City Clerk Newcomb, Councilman Quinn, 
ex-President Burns and President Warwick. Mr. Burns 
vho was for four years president of the association, told 
of his pleasant relations and wished for his successor stil! 
vreater success. President Warwick thanked the retiring 
president for his kind greeting, and urged the member; 
present to aid the association in every way possible during 
the present year 

Present at the festive board were the retiring president, 
J. A. Burns, President W. R. Warwick, Vice-President 
George H. Northam, Secretary A. P. Paul, Treasurer 
Daniel F. Hines, Fred Hammeet, Mayor Edwin W. Packer. 
City Clerk B. B. Newcomb, Councilman F. C. Quinn. 
Richard C. Warwick, William J. Emmons, J. Howard 
Burns. J. A. Burns, jr., and James Curr 

, : >-:-> . -_ 
HARRISBURG (PA.) MASTER PLUMBERS 
ORGANIZE. 

Word has been received from Harrisburg, Pa., concern 
ing the formation of the Harrisburg Association of Maste: 
Plumbers, the objects of which are as follows: “To foste 
protect and promote the welfare and interest of person: 
engaged in the plumbing business; for the protection and 
encouragement of such trade and commerce: for advan: 
ing sanitation and the encouragement of sanitary laws and 
the better enforcement thereof; by combining the intell: 
gence and influence of members against imposition an 
fraud, as experience may from time to time prove needful! 
by bringing about greater uniformity or certainty in bust 
ness connections; and by establishing closer ties of bus: 
ness association among the members.’ 

——— 

The advertiser of something at an expenditure of next 

to nothing, 1s advertising it for all the reader will think : 


is worth. 
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THE TWENTY-SIXTH ANNUAL RECEPTION AND 
DINNER OF THE MASTER PLUMBERS’ 
ASSOCIATION OF ALBANY, N. Y. 

Whatever the Master Pheer Association of Albany, 
N. Y. undertakes to do, usually spells success, but there 
is One function of their several yearly events which ex- 
cels, and that is its annual reception and dinner. While 
they always have a number of guests, including the trade 
and local press, the guest of honor is the president of 
the New York State Association of Master Plumbers 
For a number of years the state presidents have been thus 
honored. 

This vear at its twenty-sixth annual dinner, held on Thurs- 
day evening, February 9th, at the Ten Eyck Hotel in AlI- 
bany, State President Frederick E. Fladd, of Rochester 
N. Y., was the guest of honor, and representative citizens 
and many members of the state association, as well as 
representatives of the press, attended to assist in doing 
him and the occasion honor. Among the many out-of 
town local associations represented were those of New 
York, Buffalo, Rochester, Syracuse, Utica, Kingston and 
Oswego. The National Association was represented by 
its president, A. Selden Walker, of East Orange, N. J 
There were also present a number of the representatives 
of the manufacturers and jobbers of plumbing supplies. 

The happy event began at eight o’clock with a reception 
to the guests in the hotel parlors. Among the latter’ in 
addition to President Fladd, were Hon. Thomas F. Con 
way, lieutenant-governor of New York; Hon. James B 
McEwan, mayor of Albany, and other officials. At the 
conclusion of the reception, the guests and members pro 
ceeded to the banquet hall under escort of President 
Thomas F. Nolan, of the Albany local, where they were 
ushered to their places by the committee on reception and 
dinner. The guests were assigned places at the head 
table and the others to individual tables, six persons to each 
table, the tables being consecutively numbered. While 
standing and to the sentiment, “That she may ever be 
oppression’s enemy,’ “America” was sung, accompanied 
by Prof. Holding’s orchestra 

President Nolan’s invitation “to be seated” was unani 
mously accepted with little ceremony and without the 
slightest hesitation. A united attack on the good things 
to eat and drink which invaded the banquet hall soon 
ended in the defeat of the invaders. Between the courses 
a number of popular songs and song-parodies were sung 
as only plumbers and their friends know how to sing, the 
parodies eliciting much merriment. 

While the cigars were being tested, President Nolan 
rapped for attention, and in a well-chosen speech happilv 
opened the period of mental refreshment. He briefly 
referred to the events which engaged the association’s at 
tention during the past vear and feelingly referred to those 
of our members who had lately passed to the great beyond 
He concluded his speech by introducing as the toastmaster 
of the evening, Mr. Frank F. Schimpf, a former president 

Mr. Schimpf proved to be the right man in the right 
place, and his witticisms as he introduced the speakers 
were roundly applauded. 

The first speaker introduced was James H. Doody, sec 
retary of the Albany local, who in his usual dignified 
manner toasted “Our Guests.” 

He was followed by his Honor, Mayor James B. Mc- 
Ewan, who responded to the toast “Albany 1911-1916,” 
which was alive with suggestions for an improved Albany. 

The toast “The Empire State” was the next on the 
program, responded to by the Lieutenant-Governor, tion. 








Thomas F. Conway, an able speaker who always holds 
the attention of his hearers 

The last set toast of the evening, the “New York State 
Association of Master Plumbers,’ was reserved for the 
guest of honor, State President Fladd, ane it is needless 
to say that this popular official received a hearty reception 
at the beginning and close of his ad ena 

\t the conclusion of the toast list a number of others 
were called upon for impromptu remarks which added ma 
terially to the wit of the evening, and it was long after 
the midnight hour when the assemblage arose to sine 
“Auld Lang Syne” and to bid each other good night, all 











F. E. Filadd, Rochester, N. Y., Guest of Honor at Albany Master 
Plumbers’ Annual Banquet, Held last Thursday Night. 


voting that another jolly event had been dded to the 
issociation’s history 

The menu, souvenirs and the decorations of the banquet 
hall, consisting of flags,. bunting and electrical emblems, 


attracted much favorable attentior 

The committee in charge of the arrangements consisted 
of Frank F. Schimpf, chairman, and James J. Gorman, 
James H. Doody, Albion J. Eckert, T. Ek. Kerwin, John H 
Moran, Frederick W. Ridgway, Thomas F. Nolan and 
John E. Dugan. 

Those who attended were Frederick Ek. Fladd, Hon 
Thos. PF. Conway, Hon James B Mckwan, A. Selden 
Walker, Hon. Joseph Keller, Hon. James J. Hoey, Dr. J 
Clark, Capt. E. McNamara, Hon. John J. Herrick, Chas. H 
Boswell. W. S. Le Vallie, L. A. Bannon, Peter Buckheim, 
Thos. J. Berkstresser, Louis J. Yanchzi, Matthew Cooper, 
George Bay, J. P. Haragther, Thos. M. Hennessey, Harry 
King, Thos. F. Walsh, Walter Winn, Chas. E. Winn, | 
Pinkney Jones, Wm. H. Fifield, Geo. L. Brucker, J. Ferris, 
Wm. J. Fowler, John Wegman, Chas A. Walsh, J. H 
McManus, Thos. P. McLaughlin, Edward J. Renehan, 
John Renehan, John J. Hannegan, John A. Long, H. Le 
heny, John R. Honkins, Leo M. Doody, John Thompson, 
Gustave Reissig, James J. Nolan, John C. Baker, John 
Eberle, M. E. McNamara, W. W. Brady, Adam E. Gray, 
Frederick H. Gaylord, Thomas J. Dugan, rank B. Lasette, 
H. DeVoe, T. E. Kerwin, J. L. Murphy, William Bapst, 
Chas. Murphy, J. Commisky, Frank J. Fee, J. Cully, Thos. 
\. O’Mallev, Howard L. Crawford, James W. Crosby, 


John D. Chism, John Sheehan, Z. A. Moss, James F. Mar- 
tin, Wm. Robinson, Wm. R. Smith, A. J. Eckert, W. T. 
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Wm. R. Campbell, Wm. J. Rice, Wm. G. McCormack, ; 
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William Bronlow, James D. Walsh, M. J. Hawkins, Wil- lhe Presser Pl wnbing Co. is one of the recent entree: 
lam Smith, Jos. J. (sorman, M. D. Rielly, Edward 1 it Gallatin, Tenn. Fred Presser and E. B. Craig are con 
Doyle, Edward J. Flood, John L. Fitzgerald, cele se lucting the firm 
he am “ae eh ap | 

ohn H. Moran, Thos. F. Nolan, Frank I. Schimpt, James : - , 
| , na ' oF. | a John Megan, plumber at Nashville fenn., has had the 
H. Doody, John H. Moran, jr., Frank Wade, Chas. A. Mur- ; . : : 
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TYPHOID VICTIMS MAY START DAMAGE SUITS Kennedy & Co., at Nashville, report that business has 
been very good the last few months. They have recently 

Des Moines citizens who are suffering trom typhoid completed plumbing in the residence of Mrs. Geo. Moore 
fever may start suits against the city as well as the wate: sell Court; W. G. Meshon, Twenty-first avenue; plumb 
company, the supreme court of Minnesota having ruled ing and heating in the residence of Mrs. W. W. Warren 
that a mut icipalitv can be he!d liable for the deaths caused Elliot avenue, and heating in the Tennessee auto Parage 

‘ < ; if ie . tA 1 ; i t c ; . 2 
by typhoid within the city limits be y unanimous vote, the The Nashville Builders’ Exchange honored the follow 
city council has passed the pure-water ordinance, provid ing gentlemen with committee appointments for 1911: \W 
ing a penalty of $1,000 fine for violation of the provisions H{. Grewar, plumbing and steam heating; H. Ek. Palmer 
setting the standard of the water supply [It goes into furnace heating 
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Willie Green Spends a Couple of Days with His City Relatives and ‘‘Fixes’’ 
Philadelphia 


Hf H. Brown in 


’ 


veneral belief is that the water 


Dr. U. M. Hibbs, of Grin- 


While the 
is responsible for the epidemic, 
nell, attributes it to germs in the air, as during the months 
of November and December there was no rainfall and the 
air more or dust-filled. It that time the 
epidemic began. 


effect at 


morce 


was less was at 
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JOHN W. FARRELL SUBMITS INTERESTING 
PLUMBING INSPECTION REPORTS. 


annual report to the mayor of his city, 
inspector of plumbing in Salt Lake City, 
Utah, gives some interesting information, showing the 
srowth of the work and the increasing value to the city 
of such a department. During the year ending Dec. 31 


In his third 


john W. Farrell, 


1910, there were 2,720 permits issued at $1.00 each, amount- 
Ing to $3,720 \fter paying all office e xpenses and salaries 
there was a balance of $457.27 to the credit of the depart 
ment. Five vears ago the total re ceipts for the year were 
only $1,360. This number of permits required 5,520 
isits, an average of 18 for every working day in the year. 
In cities where several inspectors are employed, the 
standard for a day’s work is eight. Working alone the 
greater part of the year, Mr. Farrell sometimes made 30 
inspections daily, week after week, to keep up without 
‘omplaints. He recommends that the price of permits 
he increased to $2, as in some of the buildings at least 20 
ispections are made 

















TO KEEP OUT OF THINGS 
4 THAT YOU DONT KNOW 
ANYTHING ASouT : oy 























‘The 





Their Plumbing. 


Record.’ 


The Page bill now pending in the Tennessee legislature, 
providing for the examination and licensing of een gt 
men plumbers and inspection ot their work by a board « 
examiners in all cities of 35,000 population and over, ‘te 
aroused strong opposition among the master plumbers O| 
\lemphis. A committee of Memphians headed by J 1 
Evans, W. W. Cronlin and others will go to Nashville to 
appear before the House committee in opposition to the 
bill. The opposition is based upon the belief that the 
bill will result in plumbing firms being unable to employ 
the usual number of helpers or apprentices; that it seeks 
to license and regulate the workmen or journeymen who 


do the work, instead of the master plumbers or con 
— who are directly responsible for the work don: 
by their workmen; that it would not affect the public any 


more than the present regulations which are _ effectiv: 
through city ordinances. A Chattanooga dispatch says 
“The master plumbers of this city are in a big row ove! 
the bill that has been introduced in the Tenyessee legis 
lature providing for a law that necessitates examination 
of plumbers for the purpose of ascertaining their com 
petency and determining whether or not to issue them 
certificate. The board of health of this city has proteste 
against the passage of this bill, though the labor union: 
and several of the master plumbers are for it. The ob 
fection is said to be the fact that some of the maste: 
plumbers work their men under contract for one to fiv: 
vears, and believe that the new law would interfere wit! 
their plans.” 
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NEW ENGLAND NEWS. 





John M. Dow, a wellknown Cambridge, Mass., master 
plumber, who has been ill for the past three months and 
who was threatened with pneumonia, is back at his place 
of business and is being greeted by his friends He 
spent most of the time that he was ill at Jaffrey. N. H., 
and it was there that he regained his health. 

William Deacon, assistant inspector of plumbing at 
New Bedford, Mass., is delivering a series of iectures be- 
fore the New Bedford Industrial School on the theory of 
plumbing as applied to the rules and regulations of the 
board of health. The first of the series was delivered 
on the evening of lanuary 30th and attracted a large 
attendance. 

William B. Bull, the Lenox, Mass., plumber has a num 
ber of men at work installing the heating and plumbing 
systems in Banker Clarkson’s new villa at Tyrington 

J. Reilly, jr.. of Bridgeport, Conn., has been awarded 
the contract for the plumbing and heating in the big new 
residence which is being erected on Clinton avenue in 
that city for E. R. Bertram 

The contract for plumbing and heating the new resi- 
dence of Frank L. Cogill, president of the Coulter & 
McKenzie Machine Co., of Bridgeport, Conn., has been 
placed with C. S. Eames & Co., of that city. The house 
is located on Mill Hill avenue, Bridgeport 

Clayton J. Foster, plumber, of Forestville, Conn., has 
moved to new quarters in a building at the corner of 
Central and Circle streets in that town 

The Chelsea Hardware & Plumbing Co., of Chelsea, 
Mass., moved to a new location on Broadway, Chelsea 
square, the first of the month, where it has much more 
convenient quarters 

Charles Briggs, of Norton, Mass., is installing a steam 
heating system in the new house of Mrs. Harriet Dorr in 
that town 

Ralph Newton, of Thomaston, Me., has the contract 
for heating and plumbing a new house which 1s being 
erected in that town by Daniel Gearing. The house, 
which is located on South Main street, will be fitted with 
all modern improvements in the piumbing line 

George Gray, of Bridgeport, Conn., has the contract 
for plumbing 1n three new houses which are soon to be 
erected in that city. The houses will be located on 
Bruce avenue, Stratford and Avon parks Each house 
will contain five rooms, with hath-room, set-tub and other 
modern conveniences 

The Hunt Metal Corner Co., of Westboro. Mass.. of 
which Jonathan A. Hunt is the head, is soon to build a 
large new factory on Brigham street in Westboro. 

The New England Furnace Co., has been incorporated 
at Boston by James F. Cashman, John M. Cashman and 
Charles F. A. Smith. The capital is given as $100,000 

The Royal Engine Co., of Bridgeport, Conn., has moved 
into new quarters at Broad and John streets where they 
have 6.500 square feet of floor space. 

The Highway Metal Culvert Co., of Boston, a Maine 
corporation, has changed its name to the Hunt Metal 
Corner Co. 

The Vanadium Metals Co., of East Braintree, Mass., 
has let a contract for the erection of a new foundry at 
(groton, Mass. 

Charles Chamberlain, inspector of plumbing for the 
city of Lynn, Mass., was one of the guests of honor at 
the recent annual banquet of the plumbers’ union of that 
city. 

H. Fay Baldwin, a native of West Boylston. Mass., 
but for the past two years a resident of Detroit, Mich., 
has been appointed assistant superintendent of the United 
States Heater Co., in Detroit. 

The G. S. Blodgett Co., of Burlington, Vt., which has 
the contract for heating the new Hotel Vermont, 1s mak- 
ing rapid progress. The contract calls for the installation 
f 260 radiators and thousands of feet of pipe, besides 
boilers and other appurtenances. 

The committee which has in charge the building of a 
public comfort station for the city of Springfield, Mass., 
has several plans under consideration and proposals for 
contracts may be asked soon The station wili cost 
$8,000 or more. 

ford & Parker, Dalton, Mass., have the contract for 
installing new sanitary fixtures in the Congregational 
chapel in that town. 
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PENNSYLVANIA NEWS. 


Representative Dale, of York county, introduced a bill 


January 30th in the state legislature providing for the 
inspection otf boilers and the creation of a Bureau 
bowler Inspection in the State Department of Factory 
spection. The bill exempts railroad locomotives trom 1 
spection. Representative Bentley has introduced a_ bil 
requiring trolley companies on suburban lines to provide 
toliet-rooms on cars and at terminal stations Both 
these measures are of interest to plumbers ind stean 
htters 

The city ot Lancaster has sold $75,090 of bonds 
Philadelphia bankers, tor the improvement of its wate 
svstem 

\ heater Ona hovertown Reading trolley « ir @XDp ode: 
february 2d, damaging the car and injuring an employe 
Passengers were panic-stricken Dynamite 1 oal used 
to fire the heater is thought to have caused the blow-up 

Che Welsbach Co., gas-mantles, ete., will make addition 
to its large plant at Gloucester City in the near futur 
Plans are being prepared by W. Bb. Grover, the company’s 
engineer. Increasing business makes larger manufactur 
Space necessary, it 1S stated Che COMpPansa I> t present 
making about 100,000 gas-mantles per day, it 1s stated 

Having “disassociated” himself trom a robust rbun 


Plumber Wailham A. Rule. 542 North Seventh St... ¢ 


has returned to work 


\dditional college buildings, to cost between $3,000,000 
and $4,000,000, are to be erected at Princetor l niversity 
Princeton, N. J The plans are tor a Graduate Colleg 
Proctor Memorial Dining-Hall and the Grover Clevelans 
Tower, and the buildings are to be completed by Sep 
tember, 1912. Especially in the dining building, the p 
ine, heating. etc... plans are extensive and the | 


plans of all the buildings Wii bye Ceuite elaborate 
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NEW JERSEY JOTTINGS. 


Fully 500 householders are applicants at Haddontield 
house connections with the new borough water-worl 
and plumbers aTfTe On the jump to accomodate then 
\pril Ist Bennett & Dreyer, plumbers, ar very bu 
and yet have found time to equip their new shop On | 
Main street, Haddonfield 

Master plumber Henry Johannes, of East Camden, 
“born under a lucky star,” it would seem \ lara 
electric street-car ran into his wagon February 2d and 
badly damaged his delivery wagon, but beyond a dis 
ipreeable shaking-up and a gymnastic somersault to the 
sidewalk, Mr. Johannes fortunately escaped injury Pi 
ing busy on contract work he “stuck to his job.” 

The Board of Health of Paterson, N. J., has reappointed 
William H. Macdonald plumbing inspector tor a_ five 
year term 

Master Plumber Anton Fierer, Jersey City, N. J.. h 
removed to larger quarters on High Point avenue 

Sanders & Co., plumbers and steamfitters, Hoboken 
\N. J., have enlarged their shops and made other improve 
ments in order to keep pace with increasing business 

S. A. Barry has opened a new plumbing shop at South 
\mboy, N. J. He was, for years, with Plumber ©. White, 
of Atlantic Highlands. 
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NEWS FROM BALTIMORE AND VICINITY. 


W W \dams Ww Son, 19 North Hare St.. Ba timore 
have incorporated to do a general plumbing and heating 
business. Capitalized at $5,000. They take over an estab 
lished business 

Hamlett & Webb, plumbers, at Frederick City, \l 
have moved to larger quarters on South Market street 
ind enlarged their facilities in order to keep up with 1 

reasing business 


The annual reception and dance of the Baltimor 
Master Plumbers’ Association was held Thursday evening, 
February 2d, at Lehmann’s Hall. There was a good at 
tendance. Charles I. Putts, Jr., was chairman of the com 


mittee of arrangements 











Carl P. Dahlby, plumber, 736 EK. Geranium St., St. Paul, 
\linn., was recently appointed by Mayor Keller as a 
member of the water board This is Mr. Dahlby’s first 
ippomtment to municipal office, although for many years 
he has been interested in city politics. 

k S. Mobley & Bro. of Frederick, Md., have re 
ceived the contract for the remodeling of the steam 
heating plant of the Anna Hughes Hospital at Charles 
town, W. Va. They will also install a new boiler. 


The Caloridon Heat Improvement Co., with a capital 


stock of $5,000, has been incorporated at St. Louis, Mo., 


by Chas. A. Goa, Joseph A. Goa and Irvin V. Barth, their 
object being “to produce and improve heat in general.” 

Frank Burton has purchased the interest of Otis F. 
Doyle in the St. Cloud Plumbing & Heating Co., St. 
Cloud, Minn., and will conduct business at the present 
location. 

W B Kroeger, San Antonio, Tex., has secured the 
contract for plumbing for the Starr street school in that 
city The contract amounts to $1,232 

Health Commissioner Kraft, of Milwaukee, recently 
issued orders to janitors of 17 apartment houses, as a re 
sult of a crusade lately begun by the department against 
the improper heating of apartment houses 

Jas Naismith, proprietor of the Laramie Plumbing Co., 
Laramie, Wyo., has sold his business to W. H. Inman 
and the two will be consolidated at Mr. Inman’s plumb 
ing shop on Second street. Mr. Naismith intends to en 
vyage in other business 

Byrnes & Redgers, Vicksburg, Miss., have been awarded 


the contract for plumbing, heating, gas and electric light- 


ing ot ©. Bedenharn’s new residence 
The Coates Plumbing Supply Co, 
been awarded contract amounting to $4,137 to install the 


heating plant in the Tillshorough County high school, 


which 1s to be erected at a cost of $47,744 

J. E. Mitchell, Roswell, N. Mex., has just been awarded 
the contract for the Citizens’ National Bank addition. 
amounting to $18,000 This will be the best and finest in 
the city. He is also doing the work for the improvements 
in the Grand Central Hotel building 

J. H. Brady, chief engineer for the school-board, has 
been ordered to arrange for filters in the public school 
buildings of Kansas City. Mo. 

Isaac Millikan, general contractor of Indianapolis, has 
secured the contract for remodeling the court-house of! 


Brookville. Ind The contract amounts to about $89.000 
including the plumbing 
()’Tolle Bros.. Clinton, Mass... have been awarded the 


contract to install the heatine plant at the new tactory 
of the Sigsbee Co. in Ayer, Mass. This is the largest 
contract of this nature in this vicinity for some months. 

Charles Warner, plumbing inspector, of Oklahoma City. 
Okla.. was thrown from his motorcycle recently and his 
shoulder dislocated 

Contracts for heating in two of the three new schools 
to be erected in Atlanta, Ga., have been given to the Far 
rel] Heating Co., at $4,490 each, the third going to the 
Moncrief Furnace Co., for $6,444.75. 

N. P. Matson, Kearney, Nebr., was the lowest bidder on 
the installation of a new sectional cast-iron boiler for the 
Whittier school. 

M. L. Hecker, Morrison, II!., has sold his plumbing 
business to J. J. and EF. J. Smaltz. The new firm will be 
known as Smaltz Bros 

Palestine, Tex., will probably soon have a plumbing 
inspector. A petition has been presented to the city com 
missioners asking for such appointment, alleging that 
much of the plumbing done is a menace to health. 


Tampa, Fla.. have 
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lhe decrease 1n population ot Ottawa, H1., which accord 
ing to the census is now out of the 10,000 class, renders in 
operative the law providing for the establishment of 
board of plumbers, which does not apply to cities of les 
than 10,000 inhabitants. 

KF. R. Kleinsorge, Williston, N. Dak., announces that he 
has purchased Mr. Wegley’s interest in the plumbing firm 
of Kleinsorge & Wegley, and moved the business to th: 
Thomas Block. 

Anderson & Nelson, Boone, lIa., have dissolved partner 
ship, Mr. Nelson disposing of all his interests to Andrew 
G. Anderson, who will have sole charge. 

H. H. Franks, Houston, Tex., has secured the lease of 
the Hot Wells Hotel, and intends to spend from $10,000 
to $12,000 in improvements to the bathhouses connected 
with it. 

A campaign for public-comfort stations such as are 
found in large European cities, will probably be begun in 
Des Moines, Iowa, by City Landscape Engineer Ray | 
Weirick upon his return from the continent, where he is 
making a study of public improvements, with particular 
attention to the plans for public-comfort stations. 

John W. Hastings, Eaton Rapids, Mich., has sold his 1n- 
terest in the Hastings & Fowler plumbing and heating 
business to his partner, Wilbur Fowler, who will continue 
the business on his own account. Mr. Hastings expects 
to engage in the hardware business soon, but has not yet 
decided on a location. 

The board of regents of the University of Michigan, 
\nn Arbor, will ask the state legislature for an appropria 
tion of $575,000, to be used in the erection of new build 
ings. Of this amount, $250,000 is wanted for a science 
hali, $305,090 for a heating, lighting and power-plant and 
fire protection, and $20,000 for store-room. 

The Standard Plumbing Co., Fort Smith, Ark., IE. S 
Ransom, president; E. C. Bracht, secretary, has been dis 
solved. Mr. Bracht has purchased the interests of the 
other stockholders, and will continue the business. 

Walter Powell has purchased the plumbing business 
conducted by Richard Phillips, and will continue it at the 
old location, Spring street, Galveston, Texas. 

James T. Keeley, 505-513 North Jackson St.. Jackson, 
Mich.. has secured the contract tor the heating of the 
ffanover school building: consideration $1,200. He also 
has been awarded the contract for the heating of the 


(Tnited Railways car-house and shop in his city. The 
latter contract amounts to nearly $3,000. 
The board of education at Long Beach, Cal, has 


iwarded the contract for plumbing in the new polytechni 
high school to the McKinley & Byrne Plumbing Co 
which submitted three bids, $10,800; $10,950, and $11,000 
Vir. A. C. Sturges, Long Beach National Bank Bldg., 1s 
the architect 

[Indications are that the work of the Milwaukee plumb 
ing and drain inspectors will be more clearly defined 1” 
the future. (Commissioner Briggs of the board of publi 
works has announced that hereaiter it will be required 
of plumbing inspectors to investigate into the workman 
ship of all inside work, while the drain inspectors are t' 
look tnto all outside work. (Jnder existing conditions 
plumbing inspectors look into plumbing work only, and 
the drain inspectors into sewer work, both inside and out 
side structures 

\ccording to a report made to the finance committee 0! 
the Milwaukee common council by Building Inspector: 
Koch it will be impossible to build a public-comfort sta 
tion as planned under the Grand avenue bridge. He will 
recommend, however, that such a station be fitted out 1 
the basement of the city hall. City officials hope ult: 
mately to establish stations at the court house, library 
and natatorium. 

Schultz & Seibel, Hannibal, Mo., have been awarded the 
contract for the installation of a heating system in the 
Holiness Mission building on Market street in that cits 

The following synopsis of the annual report of W. | 
Ellis, plumbing inspector of Wichita, Kans., gives an idea 
of the amount of work done by his department: Ex 
amination held, 18: applicants passing, 60: 30 mastet 
plumbers and 60 journeymen now under license; permits 
issued. 1,000; inspections made, 2,370; arrests made, 10 
complaints answered, 64. Mr. Ellis recommends that 
the license paid by master plumbers be raised fro: 
$1.00 to $590.00 or $60.00 a vear. 








February 11, 1911. 


NEW BUSINESS VENTURES. 





The Carson-Payson Co., of Danville, will soon open a 
branch establishment at 73 N. Neil St., Urbana, III. 

V. E. Beaudry, of Crookston, Minn., is about to open a 
plumbing and steam-fitting establishment at Dickinson, N 
Dak. 

The Ideal Pump Co., with a capital stock of $25,000, has 
been incorporated to manufacture pumps. The incorpor- 
ators are: J. T. Moynahan, T. J. Moynahan and Wm. 
Wahl, of Denver. Colo. 

The Washington Heights Plumbing Co., New York City, 
has been incorporated with a capital stock of $5,000 by 
Eugene Gluckner, Ludwig Kaufman and A. Brown, to 
conduct a general plumbing and heating business. 


Laitner Bros. Plumbing Co., Kansas City, Mo., has been 
incorporated by H. A. Laitner, A. G. Laitner and W. F 
Zumbrunn, with a capital stock of $2,000. 

The Dexter Engineering Co., Inc., Providence, R. I.. 
has opened a branch office at 1 Madison Ave., New York 
City. This company owns the Dexter vacuum system of 
steam-heating and drying. 

The Brand Plumbing Co. has been incorporated with a 
capital stock of $2,000, to conduct a general plumbing 
and heating business in Birmingham, Ala. The officers 
are: KF. A. Brand, president; J. P. Brand, general man 
ager; J. F. Reilhart, secretary and treasurer. 

The W. H. Price Plumbing Co., Knoxville, Tenn., has 
been incorporated with a capital stock of $2,500 by W. H 
Price, J. G. Wright, W. W. Sharp, T. S. Webb and Wm 
Jaxter Lee. 

Scott & Co., Inc., with a capital stock of $100,000, has 
been granted a charter, to engage in the installation and 
erection of steam-heating and hot-water plants and to 
instal] heating systems of all kinds. The incorporators 
are: David F. Rattan and Oliver E. Solomon of Phila- 
delphia, and James Lord of Dover, Del. 


Harry E. Gerrish, formerly of the C. L. Pillsbury Co., 
and Glenn E. Morgan, of the Crane & Ordway Co., have 
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tormed a partnership under the name ot the Morgan-Ger 
rish Co. They will have offices in the Plymouth Bldg. 
\Mlinneapolis, Minn., and will handle heating and ventilat 
ing material, 

C. F. Palmer has moved trom Preston, Minn., to Moore, 
Mont., where he will engage in the plumbing business with 
his son Harry. 

Ben Martin, Spencer, Ia.: Chas. Parsons, Woodbine, Ia. 
and John O’Donell, Omaha, Neb., have gone into the 
plumbing business with V. L. Tamiusiea, at Missouri Val 
ley, la 

Ed. Brouilette has opened a plumbing shop at Cass Lake. 
Minn. 

Albert Allen has entered into partnership with lrank B 
Tice, of Lexington, Ky. The new plumbing firm will be 
known as Tice & Allen, instead of Tice Bros 

P. Cullinan and M. McElligott have opened a plumbing 
establishment in the Ensminger Bldg., Grundy Center, 
la. They are completely equipped and expect good bust 
ness now that the sewer service has been completed 


Kecent incorporations are: Untereiner Heating Co., Jer 
sey City, N. J., capital stock $15,000; plumbing supplies and 
specialties. A. Deppman Co., Chicago, $2,500, heating and 
plumbing. Union Heating Co., Waterloo, la.. $2,500; in- 
corporators, D. S. Tiffany, C. J. Miller, Chas. W. Mullan, 
i. M. Watts and E. F. McElhinney. Gloekner-Melville 
Plumbing Co., St. Louts, Mo., $5,000. Manion & Co., New 
Orleans, La., $200,000, plumbing business 


The Smith Plumbing & Heating Co., Villard street, is 
a new firm just commencing business in Dickinson, N. Dak 


The Hankinson Plumbing & Heating Co., C. C. Putnam, 
general manager, has been organized at Hankinson. N. 
Dak., succeeding John Green, who still holds an interest 
in the new company. It 1s their intention to figure on jobs 
throughout the state, and they will have men capable of 
doing any work in the plumbing and steam-fitting lines 
Mr. Putnam has had 15 years’ experience in this work, and 
has an extensive acquaintance in the trade, as he formerly, 
traveled for a wholesale plumbing and heating house 











TIME is the QUICKEST TIME. 


RIGHT TIME.’’ 


Fall months too, when the heavy fring begins. 
policy for this year! 


GENERAL OFFICES: 


PLANTS 

Detroit, Mich. 
West Newton, Pa. 
Edwardsville, Ill. 
Paola, Kan. 


Geneva, N. Y. 
Dunkirk, N. Y. 
Corry, Pa. 








The RIGHT Time 


TIME is an important factor in most of your transactions. 


A new Boiler is needed to repair a break-down—a Heat- 
ing Plant has to be installed within a time limit—Radiators 
must be temporarily set to meet the urgent demands of the 
Carpenters and Plasterers—in almost every case the RIGHT 


Our SEVEN PLANTS and EIGHT WAREHOUSES guarantee you shipments at the RIGHT TIME. 

, . 6 ,? 
Well-stocked now, they will be loaded ‘to the guards’’ before the fall rush. 
normal capacity at this season of the year, to enable us to meet our pledge to you of goods “AT THE 


‘There is a great deal of comfort in the feeling’ that you are going to get your goods “AT THE RIGHT 
TIME” ALL THE YEAR AROUND—not only in the skirmishing of the Spring and Summer, but in the 


Don’t you think you had better see us before deciding on your 


By the way, now is the RIGHT TIME to purchase your valve requirements for the year. Can’t we quote you? 
Have You Our Attractive Hanger? If Not, Write Us 


UNITED STATES [fA DIATOR (ORPORA TION 


DUNKIRK, NEW YORK 
Successors to 

The Herendeen Mfg. Co. 

U. ». Radiator Co. 

U.S. Heater Co. 

U.S. Rad. f+ Boiler Co. 

Smith @+ Thayer Co. 

Sodeman Radiator Co. 

Central Radiator Co. | Paola, Kan. 


OUR PLEDGE 


THE 


RIGHT GOODS 


AT THE 


RIGHT PRICE 


AT THE 


RIGHT TIME 

















Every plant is running above its 


WAREHOUSES 
Boston Chicago 
New York Omaha 
Philadelphia Minneapolis 


Denver Kansas City 





























While California plumbers are making no effort this 
vear to secure the passage of a state plumbing law by the 
state legislature, they have several representatives al 
Sacramento looking after favorable legislation and it 1s 
anticipated that several matters will be given attention. 
Prominent among the proposed measures 1s a new lien 
law in which plumbers are specially interested lt 4s 
recognized that the old law 1s defective and tar from being 
satisfactory, and in the new one it is hoped to have 1n- 
corporated many ideas held by prominent master plum 
bers No questions pertaining directly to sanitary laws 
will be brought up at the present session of the legisla 
ture, but there will be many matters of indirect 1tmpor 
tance to the plumbing trade and it 1s felt advisable to 
have some one on the ground to look out for its interests 

Master plumbers in San Francisco are still engaged 1n 
vorking out the problem of sub-contracting, and, gen- 
erally speaking, ire very we satisfied with the results 
that have been attained during the past year in opposing 


11 
i} 


that manner of doing business. The rule against accept 
ing work as sub-contracts went into force Feb. 1, 1910, 
and has been adhered to better than was thought prob 
able at the time it was placed in torce. There 1s, ot 


ourse. some sub-contracting still goime on, but the bulk 


of the work now being taken 1s secured directly from 


owners or builders and the evils that had been resulting 


trom the tormer system have been largely corrected The 
hief trouble at the present time hes with the plumbers 
themselves in the tendency to tigure on an extremely 


mall margin The result is that pronts in the plumbing 
usiness in San Francisco are very small when compared 
with the capital invested and during the past year a num 
r of prominent firms have retired from this business, 
several of them being old-established ones The new 
irms entering the business are few 1n number and small, 
and there are perhaps fewer firms in this line now itn 
active business than was the case a year ago 


rye 


The amount of money spent for police protection in 
this city as compared with the amounts paid for sanitary 
vork has attracted the attention of a prominent daily 
paper, which comments as follows: ‘The most precious 
possession of all to a community is human life, and a 
ast amount of human life is lost through preventable 


disease Yet we spend ten times as much to protect 
property as to protect health. San Francisco 1s no bet 
ter than other cities and worse than many. The last 


published municipal reports give the salary roll of the 
fire departmert at $259,162; that for the police depart- 
ment at $1,264,405, and that for the health office at $68,666 
\ request to add 40 policemen to the force would bring 
' seore of organizations to its support with a doleful 
tale of how much the various districts were suffering for 
want of police protection, while a request tor 40 more 
health or sanitary inspectors would be laughed at as an 
unthinkable extravagance. Yet it is a matter of record 
that, while the expense of the police force has been doubled 
in 15 years, there has been no decrease in the number of 
crimes committed or in the amount of property lost by) 
theit each year. On the other hand, the enforcement of 
sanitary regulations does have a marked effect on health 
conditions and the death-rate. The uniform testimony of 
doctors in San Francisco 1s that the cleaning-up given 
the citv at the time of the plague scare put the medical 
business “very much to the bad!” Another million dol- 
lars spent on the police department would probably not 
decrease materially the amount of theft, but the same sum 
wisely spent in enforcing sanitary regulations would have 
a marked effect in lowering the death rate and lessening 
the amount of sickness But as long as we set property 
above life the disproportion noted will continue 

The most interesting news that San Francisco plum- 
bers have had for a long time its that just received from 
Washington to the effect that San Francisco has been 
named the site for the Panama-Pacific International Ex- 
position in 1915. During the past six months there has 
heen a large amount of building planned, conditional to 
this city being selected as a Fair site, and now that this 





matter has been decided a general revival in building 
will take place. A number of fine hotels will bé erected 
at once, as well as apartment-houses, and this fine class 
of work will mean that plumbing contracts w1]] be heavy 
again. The selection of this city as the World's Fair site 
means an immediate revival in business and stirring times 
here until the Canal 1s opened and commerce commences 
It is anticipated that the city and entire coast will then 
grow with teaps and bounds. 

At the meeting of the executive committee of the 
Master Plumbers’ Association of California held recently 
at Los Angeles, it was decided to hold the annual state 
convention at Fresno some time in April, probably about 
the 17th. The date, however, was not detinitely decided 
upon, it being left largely to the wish of the plumbers 
ot Fresno. This early date was selected as April 1s a 
beautiful month in the San Joaquin Valley and a meet 
ing later might be at a time when the weather would be 
vetting uncomfortably warm. Fresno is a very interest 
ing place, where practically all of the raisins grown in 
the United States are raised, and being within a short 
ride of this city and the thickly populated Bay section 
it 1s anticipated that the attendance will be very large 

The news that Jas. E. Britt of San Francisco has re 
tired from the plumbing business will be of interest not 
only locally but to plumbers all over the country, for 
during the past tew vears he has become wellknown 
through his trips to national conventions as a delegat 
trom San Francisco for some time he has not been 
iguring on work but merely cleaning up that on hand, 
and now announces that he has retired. When this an 
nouncement was made at a meeting of the Master Plum 
bers’ Association it brought forth many regrets, for Mr 
Britt is very popular here, and he was at once elected an 
honorary member of the association with which he had 
so long been affiliated. In addition, as an appreciation ot 
friendship, the members presented the retired plumbet 
with a handsome watch fob. The shop at 821 Jessie St 
is now closed and the equipment wil! be disposed of. 

P. E. OPHair & Co. San Francisco, are now firmly 
established in their fine new quarters on Mission street 
ind have placed an immense stock of- plumbing supplies 
in their warerooms. There are still a number of firms 
in the supply irade located in temporary structures, but 
these will be compelled to move as soon as the law in 
regard to “shacks” is enforced. 

The John G. Sutton Co., San Francisco, has secured 
the contract from E. W. Crellin to install the plumbing 
ans’ gas-fitting in the five-story and basement class ( 
structure that is to be erected at Mission and Sixth streets, 
the contract being valued at $3,300. 

Carlson Bros., Arlington, Cal., suffered the loss of 
their plumbing establishment by fire recently. The Mc 
Johnston & Huckins shop was also destroyed. 

Brandt Bros., Stockton, Cal., are to install the plumb- 
ing system in the new Fresno Hotel at Fresno, the con 
tract price being approximately $35,000. 

The United States Cast Iron Pipe & Foundry Co., has 
been awarded a contract for supplying water-pipe to the 
city of Vallejo. The contract amounts to $24,587. 


| 


W. C. Battles and F. C. Pahrmann, of Hanford, Cal.. 
have opened a plumbing establishment in Dinuba, Cal. 

fischer & Vincent, of Norman, Okla., recently sold their 
plumbine business, including building, to Fleehearty & 
Co., who have taken possession. 

The Diamond Hardware & Supply Co. has been 1n 
corporated at Martinez, Cal., by A. P. McCarty, D. A 
Gatto and J. B. Galls The capital stock of the firm 1s 
placed at $10,000. 

Thomas Haverty Co., Los Angeles, has been awarded 
the contract for installing the plumbing, sewering and 
gvas-fitting in the twelve-story building being erected 11 
the southern city by the Los Angeles Athletic Club. Thi 
contract is valued at $32,000 





















































